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LAFOLLETTE CHAMPIONS BAKING QUIZ 


COAL PROBLEM 


FINALLY GETS 


IN POLITICS 


Reaches Stage Which Miners 


Have Been Anxious to 


Attain for Months 


C O O L I D G E I S TARGET 


Both Parties Afraid Do-noth- 


ing Policy Will, Injure 


Their Chances 


ANOTHER BLIZZARD 


SWOOPS DOWN OVER 


ATLANTIC SEABOARD 


. New York —OP)— Northeastern 
United States, not yet 
dug out 


from under the snowbanks left by 
last week's blizzard, today 
wa» 


swept by another storm of equal 
fury. 
Train schedules were dis- 


rupted and surface 
and motor 


traffic was all but paralyzed. 


Driving down on a 
northeast 


gale, the blinding: wall of falling 
snow largely nullified the efforts 
of the 
thousands 
of 
workmen 


throughout the section to 
clear 


streets and highways of the pre- 
vious 
fall, 
which already 
has 


cost millions of dollars. 


G. 0. P. PLANS 


STATE MEET 


AT 


POLICE FIND PONZI 


AFTER 36-HOUR SEARCH 


Jacksonville, Fla.GP)—Charles Pon- 


zi and his wife, Rosa Maria, were ar- 


j rested hi the 
office of 1'onzi's at- 


I torney. Frank Brennan, here Wednes- 
day. Capiases were served by sheriff's 
deputies, ending a 36 hour search for 
the "financier." Ponzi was to he taken 
to the criminal court building where 
ho desired to make bond. 


BY DAVID LAWRENCE 


Copyright, 192fi by the Post Pub. To. 


Washington—The coal situation is 


at last in the political stage that the 
miners have been anxious to get it in 
for several months, in fact ever since 
last August. For Congress is excited | 
about the fuel famine and Republi. 
cans as well as Democrats are afraid 
that a do-nothing- 
policy 
will hurt 


them at the polls next autumn. 


The present 
movement is directed 


against President 
Coolidge on 
the 


theory that executive influence can he 
wielded in a conciliatory way to brinp 
about a settlement. The administra- 
tion, on the other hand, took the posi- 
tion last summer that 
it must keep 


hands off and no one has been able to 
budge Mr. Coolidgc on the issue. 


Secretary Hoover advised the presi- 


dent at Swampscott last summer that 
he must face some criticism for his 
course but that in the end ho would 
find himself less damaged by that pol- 
icy than by intervention. The miners 
have literally left no stone unturned 
to force federal intervention. 


The idea has been that for political 


reasons the administrations would bo 
on the side of higher wages. But every 
indirect or direct 
maneuver to in- 


veljfle Mr. Coolidge into the coal con- 
troversy has failed. 


WOULD INVOLVE COAL 


Now congress is trying to involve 


the 
president. 
Republicans 
have 


joined 
with 
Democrats 
from New 


York and New England in asking for 
action. 
So far as the 
president Is 


concerned he would not object in the 
least if. the house or senate took in- 
vestigative steps 
to cure the situa- 


tion. He laid before congress the. re- 
port of the coal commission, which he 
appointed but nothing was done about 
Hi If congress feels that the coal in- 
dustry should be supervised, Mr. Coo- 
lidge will look with favor on any bill 
to that effect which reaches him for 
signature. But 
as for conducting a 


peace-making negotiation himself, he 
feels that other administrations have 
had their fingers burnt the same way 
and ho, docs not propose to shoulder 
the responsibility for an increase in 
the cost of coal to the consumer which 
i.s the usual outcome of governmental 
intervention. 


Jndeed the miners have been carry- 


ing on a campaign for several month? 
arguing that the federal government 
really should have penalized some of 
the coal operators for violating what 
is known as the Jacksonville agree, 


MUSSOLINI IS 
FIRM IN STAND 
WITHGERMANY 


Tells Italian Senate He Con- 


firms Every Letter of 


Former Talk 


i Executive 
Committee Holds 


Secret Session at Mil- 


waukee Tuesday 


Milwaukee—(/P)—Following 
session 


of the executive committee of the Re- 
publican party 
of Wisconsin 
here 


Tuesday, it was 
announced that a 


state convention will be held to nom- 
inate regular candidates for state of- 
fices. A call will be issued sometime 
this week for a conference of regular 
Republican members of the legislature 
to meet at Madison Feb. 26 and 27. 


Xo definite decision relative to re- 


moving the headquarters from Osh- 
kosh to Madison or Milwaukee was 
reached, but it was tentatively agreed 
that a nominating convention be held 
at Madison some time in June. 


The meeting, 
which was a secret 


session, lasted more than four hours, 
and no announcement was made of 
the session's business. 
It is under- 


stood that no action was taken on 
naming a new chairman to replace 
William J. Campbell of Oshkosh. 


ment. Secretary Hoover brought the 
two partio.s together 
at Jacksonville 


but the agreeement which was mado 
in no way involved the federal gov- 
ernment either as a party to the con- 
tract, or as a mediator. The represent- 
atives of the federal government were 
simply unofficial observers. 
Yet, ever 


since then the loaders of the mining 
unions have, been 
saying the federal 


government was morally responsible 
for the agreement and should see that 
it was enforced. 
The president, and 


Secretary Hoover have saiil in reply 
that if a contract is violated the com- 
plainant, should have recourse, to the 
federal courts. 


MEDIATION DIFFERENT 


Under the 
circumstances, federal 


mediation ha-s been 
made 
difficult. 


Congress on tho other hand, feels tho 
pinch 
of the coal famine, especially 


from the eastern seaboard. 


Party lines have vanished and the 


pressure for .-•ome sort of notion is 
growing daily. It may he that mem- 
bers of congress 
will feel they have 


satisfied their constituents by merely 
raising a fuss about the inaction of 
the administration. 
But the truth is 


the whole, thing may develop a rcnl 
political issue in the oast. 


STURGEON BAY WOMAN 


ENDS LIFE WITH RAZOR 


SfarjtMttl Bay— 
C45)—Mrs. 
Bruce 


Harllnp, 36, committed suicide at her 
hottift here Tuesday night by cutting 
her throat with a razor. She put her 
three small children 
to bed 
before 


ending her life. 


Her husband, who was attending a 


Parent-Teachers association meeting-, 
returned home about 10:30 and found 
!u« wife lying dead In her bedroom, 


woman left a note asking her 


and children to forgive her 


ao reason was given for the act: 
and h«r husband' conducted a mu- 


m the city. 


Rome—W)—Replying in the Italian 


senate Wednesday to Tuesday address 
by foreign Minister Stresemann of 
Germany, Premier Mussolini said: 


"I confirm the letter and spirit of 


my previous speech not excluding the 
accent upon my phrase referrring to 
the possibility of the Italian flag go- 
ing beyond the Brennero 
frontier 


which S-tresemann can interpret as he 
chooses." 


"Stresemann 
in his speech merely 


confirmed all the points 1 made," the 
premier continued. 


Mussolini 
asserted 
that 
Italian? 


would interpret his phrase in regard 
to the Brennero Pass as meaning that 
Italy would never endure violations of 
the treaties of peace guaranteeing a 
frontier won by blood. He said that Dr. 
Stresemann had not denied a single 
one of the charges he had made in 
his speech of last Saturday and de- 
nied categorically 
that 
Italy 
ever 


would ask for a supplementary guar- 
antee pact in regard to the Brennero 
frontier. 


The premier declared it was impos- 


sible to compare 
the question of the 


Italian minority in .hiRo-Slavia with 
that of the German 
minority in the 


upper Adige territory. 


"It is hardly necessary," he added, 


"to repeat that our 
policy in upper 


Adigc which I1 call Roman equity will 
be continued." 


He concluded by declaring that the 


German population in the territory did 
not constitute 
a national 
minority, 


that Italy would not accept any dis- 
cussion of the matter in any discus- 
sion of the matter in any assembly or 
council (an apparent reference to the 
League of Nations) and that the rac- 
ist government would react with max- 
imum energy against any plan of this 
nature. 


SENATE COURT 


OPPONENTS MEET 


TELL SHIPPING BOARD 


TO REJECT BID ON LfNE 


Washington, D. C.—(A>)—The ship, 


ping board Wednesday was 
advised 


by President 
Crowley 
of 
the fleet 


corporation to reject 
the 
$3,000,000 


bid of the Dollar interests for .pur- 
chase of the Admirn] Oriental 
line 


running from Seattle to the far East. 


Captain Crowley however said that 


R. Stanley Dollar, vice president 
of 


the Dollar Lines, had expressed 
a 


desire to negotiate upon another bid 
for purchase 
of 
the 
line and he 


recommended 
that 
he 
bo given 


authority to take up with Mr. Dollar 
any new proposition the latter might 
care to make. 


In advance of a meeting 
of 
the 


board, to consider the 
recommenda- 


tions, it. was indicated that the poli- 
cies urged by Captain Crowley would 
be adopted. 


MURDERER SENTENCED 


TO LIFE IMPRISONMENT 


Milwaukee*— C4>) — Richard Hoefer. 


46 years old, vya*s 
sentenced to two 


terms of life imprisonment here Wed- 
nesday on a 
charge of first degree 


murder in connection with the death 
of Gertrude 
Endregart 
and George 


Thunbauer. 


The shooting occurred at the Hoef- 


er home on 
the 
night of Jan. 17, 


when 
Hoefer. 
crazed 
with 
liquor, 


opened fire on his guests and then 
shot himself in the head. 


Physicians said that Hoefer, in all 


probability, would not serve his sen- 
tence. The location of the bullet in 
liis head is such that it will kill him 
f not removed and the operation will 
require such 
delicate work that his 


chances for 
recovery 
will be 
very 


small. 


Carry Tribunal Fight 


Against Proponents at Bal- 
lot Box 


Wasliiiigton, I>. C. —(/?)— Senators 


who opposed each other in the world 
court fight likely will come to grips 
again this time in the fight at the 
ballot box. 


Opponents of American adhesion to 


the court, in continuing their opposi- 
tion in a plea to the public, will seek 
to prevent reelection of those 
who 


advocated America joining the trib- 
unal. 
This appears as the first de- 


velopment of an informal conference 
of the irreconsilables Tuesday night, 
called by Senator Borah, Republican 
of Idaho, who was among leaders m 
the fight against the adherence reso- 
lution adopted by the senate. 


Tho conference of senators Tues- 


day was described as offering oppor- 
tunity for a canvass of the situation 
and to bring out the views of indi- 
vidual senators as to their course of 
action. It was attended by all those 
who voted against adherence, with 
the exception of Senators 
Watson, 


Republican. Indiana, and Dill, Demo- 
crat, Washington. 


In addition to Senator Borah and 


Reed, those attending were Senators 
Blease, 
Democrat , South Carolina; 


Shipstead, Farmer-Labor. Minnesota: 
Williams, Missouri; La Follette. Wis- 
consin; Brookhart, Iowa; Howell, Ne- 
braska; Fernald, Maine; Moses, New 
Hampshire; Nye and Frazier, Nortn 
Dakota: Schall. Minnesota; .Johnson, 
California, Harreld. Oklahoma: Robin- 
son, 
Indiana, all Republicans. 


SPANISH FLYERS REACH 


END OF LONG JOURNEY 


Buenos Ayres, Argentina—(A1)—The 


Spanish trans-Atlantic aviators 
ar- 


rived her*1 ;ix J.':17 o'clock Wednes- 
day afternoon from Pernambuco com- 
pleting th"ir 6,232 mile voyage from 
Palos, Spain. They left Montevideo, 
Uruguay, at 11:57 A. M. for the shorv 
hop which completed 
their 
record 


flight. 


Countess Of Cathcart 


Is Held At Ellis Island 


New York—W)—Vera, Countess of 


Cathcart, center of one of the most 
sensational divorce cases in the Brit- 
ish nobility who seeks 
to visit the 


United States, has been 
detained at 


Ellis Island 
immigration headquar- 


ters. 


She had to remain aboard the Car- 


mania on her arrival Tuesday to go 
before a board of inquiry. 


"I think it is an outrage," she said. 


"Personally, I think I have a very 
powerful enemy in New/ York. 
The 


only reason I can see for my being de- 
tained is that 1 am divorced." 


Thp countess, wealthy widow of an 


English army officer, was married to 
Lord Cathcart in 1920 when he was 
about 60 and a confirmed bachelor, 
and she 22. Lord Cathcart 
brought 


suit a year later naming the Earl of 
Craven corespondent. 


British society 
got 
another 
jolt 


when th<" countess 
eloped with the 


Earl and spent a year on his estate 
near Capetown. South Africa, return- 
ing to London in 1923. In an open let^- 
ter to a newspaper she defended her 
act. 


The countess forgot her indignation 


at her detention for a moment when 
she admitted her 
engagement to a 


joung English dramatist, Ralph Neal. 


After several uncomplimentary re- 


marks about the appropriateness of 
the statue of liberty, in New York 
harbor, the countess asked: 


"Why do they pick me out. for this 


sort of reception. There are 25,000,- 
000 divorced women 
in the United 


States. I have wanted to come here 
for 25 years and here I am treated 
like a criminal." 


The countess has appealed to the 


British consulate. 


3 LOSE LIVES 


IN SHIP WRECK 


CAMPAIGN IMPROVING 


QUALITY OF CHEESE 


Plymouth—OP)—Quality of Wiscon- 


sin cheese is improving as a result of 
a campaign of the Wisconsin <-hee.se 
is improving as a result of a cam- 
paign of the Wisconsin choose pro- 
ducer's federation, 
F. G. Swoboda, 


general manager, declared at the fed- 
erations' 
annual 
convention 
here 


Wednesday. 


Of the cheese received by the fed- 


eration, 42.94 per cent is fancy grade 
is compared with an average for the 
state of less than half of that percent- 
age, he said. 
The improvement was 


attributed to the federation's quality 
contest in which $3,500 in prizes was 
distributed 
among 


'heesemakers. 


Describing the past 


factories 
nn.l 


"the 


Fishing Schooner.Js Driver 


Aground on Massachusetts 
Shore 


Gloucester, Mass. — (£>)— At. leas 


three members of the crew of 
tin 


fishing schooner Ralph Brown 
los 


their lives when the vessel was drlv 
en ashore on Briar Neck, in a blizzard 
early Wednesday. 


Only six members of the crew o: 


21 had been accounted for at 9 o'clock 
Deep OTIOW made roads impassable am 
prevented aid reaching the scene 
the wreck. 


Three 
of the 
survivors 
reached 


shore by climbing out over the fore 
gaff, so close was the vessel to lane 
when hhe grounded in tho. blinding 
snowstorm. 
The coast guard crews 


was standing by off shore but were 
unable to reach 
the vessel. 
The 


schooner left Boston Tuesday for the 
fishing grounds off Cape Cod. 


The, 
schooner was ' in a 
perilouf 


position on an exposed shore in the 
teeth of a northeast gale. Mountain 
ous seas were sweeping over her. 


Telephone 
reports 
from 
Briar 


Neck, where several of the shipwreck- 
ed fishermen sought refuge, said that 
Captain Alvaro Quadros was safe anc 
that a number of his 21 men were 
sheltered in summer cottages alo. 
the shore. 


Fifteen 
men 
started 
overland 


through deep drifts of snow for coas 
guard base 7. not far from the scene 
of the wreck. 
Reports from 
Briar 


Neck said the schooner was pounding 
hard on the rocks and would soon go 
to pieces. 


GRAND RAPIDS COUPLE 


CHARLESTON CHAMPIONS 


Jiggest and best.'; the manager re- 
>orted receipts from factories for the 
vear 
aggregated 
29.67n.fi03 pounds, 


a gain of 6.76 per cent over 1924. and 
sales aggregating $6,521,920. Tho net 
undivided income 
for the year was 


";j>3.445,as compared with $19,S20 for 
1924. 


M. A. Oorniea, sales manager, re- 


x>rted a bright market outlook. Con- 
inued improvement 
of quality was 


urged by various speakers, who also 
endorsed the cooperative movement. 


AUTOMOBILE INJURIES 


ARE FATAL TO YOUTH 


Milwaukee— 04>)—Robert 
Jones, 
7 


years old, son of Mr. and Mrs. R. V. 
Jones, died at a local hospital from In- 
juries received when struck by an au- 
tomobile. The machine which struck 
the child was driven by T. J. McGurn 
of West Allis. 


Chicago—(ff>)—There 
months ago. .1. 


P. Sullivan, 18. and his sister, Louise, 
20, of Grand Rapids. Mich., had never 
heard of the Charleston. 
But today 


ey know so much about its toe twlst- 


technique they are the Charleston 


champions of the country, better even 
than Charleston's own entrants in the 
national contest hero. 


So the lanky brother and the dim- 


nutvio sister aro 
taking back home 


two IS inch silver 
loving cups, two 


diamond studded medals, a diamond 
stickpin and a diamond ring. He di- 
rects a. little orchestra, 
a "hand or- 


chestra" he calls 
it. and she, with 


pride, calls herself '-'just a home girl." 
But they outstepped couples from 28 
Cities. 


Charleston's-pair, Sidney Kilpatrick 


and Anna McCarrell, wont out in the 
second round. 


The unhobbed tresses of Miss Mary 


Kunst of Milwaukee failed to take her 
beyond the first round. 


Lyman Curry 
and Katherine Os- 


borne. Chicago, took second national 
honors. 


FIREMAN IS KILLED 


BY EXPRESS TRAIN 


Milwaukee—G4>)—A man believed to 


have been Herman Glander. member 
of the city fire department, was killed 
at the outskirts of the city Wednes- 
day when 
the Viking express, a 


Northwestern train, struck the auto- 
mabiles in which he was riding. 


ITALY OFFICIALS 


LEAVE GERMANY 


R e p o r t Ambassador anc 


Counsellor 
of 
Embassy 


Returning Home 


London—043)—Added 
interest 
ha? 


been given the German-Italian situa 
tion by a Rome report to the Londoi 
Daily Express that the Italian am 
baraador and the counsellor of cm 
bassy at Berlin have left Germany. 


There is no confirmation of the re 


port but it follows quickly upon i 
speech delivered 
in 
the 
Reichstag 


Tuesday by Foreign Minister Stres 
semann in reply to the attack 
o: 


Promicr Mussolini on Germany las 
Saturday in the chamber of deputies 
in Rome. 
Mussolini alleged 
tha 


Germany was carrying out anti-Ttal 
ian popaganda in the 
upper 
Adigi 


valley of Tyrol, where 
there is •< 


considerable German minority among 
tho 
inhabitants. 
These 
Germans 


since Austria ceded the territory t 
Italy under the St. Germain treaty 
have alleged ill-treatment of various 
kinds at the hands of the Italians. 


Much interest was evinced here in 


political quarters over the utterance? 
of Dr. Stresemann. 


In view of the fact 
thnt German* 


has just mado application for mem- 
bership in the League 
of 
Nations 


there was comment on Dr. Stres; 
mann's 
declaration 
that 
Premier 


Mussolini's threats against Germanj 
were incompatible with tho spirit of 
the league. 


London's political circles are wait- 


ing with expectancy the reply of Pre- 
mier Mussolini to the remarks of the 
German foreign minister. 


CARRY ATTACK 


ON LAKE DRAIN 


TO PRESIDENT 


Lenroot and Bruce Head Del- 


egation Protesting Water 


Diversion 


COMPANY PROMISES 


LARGE IMPROVEMENTS 


Milwaukee—Cleared 
of litigations, 


extensive 
development of tho com- 


pany's property in Paync-co. Oklaho- 
ma, was promised by officers and di- 
rectors of the M. T. O. Oil and Gas 
company and the Elbukan Oil Co dur- 
ing the shareholders' meeting 
here 


Tuesday. 


A decision is expected shortly 
in 


the litigation involving other prop- 
erty in the Coffeyville, Ky., district. 
Tho following were named directors 
of the M. T. C.: L. AV. Crosby. 
R. 


Harper, 
William 
Seyler. C. F. 


Schneck, Edward 
Thill, K. J. Van- 


derhoom, Milwaukee; L. J. DeSwar- 
:e, Beloit; Louis ,T. Schoenleben, Ra- 
cine, und Harry .T. Wolf, Sheboygan. 


The Elbukan directors elected were 


Messers Crosby, 
Seyler, 
Schneck, 


Thill, Wolf. Schoenleben. 
Proxy re- 


urns indicate that Mr. Seyler, presi- 
lent: Mr. Wolf, vice president; Mr. 
Crosby, secretary and treasurer, and 
?. F. Jacohson, assistant 
secretary 


ind treasurer, Milwaukee, will be re- 
locted. 


MILWAUKEE ATTORNEY 


SPENDS NIGHT IN JAIL 


Milwaukee— (>P) —J. H. 
Preston, 


•oung attorney who was 
sentenced 


o the work house if he continued to 
cfuse to pay alimony to his divorced 
vife. spent Tuesday night in jail. 


Preston, who is reported to have an 
nnual Income of ?10,000, refused to 
iay $450 back alimony, as ordered by 
he court. 


Washington, 
D. {'.— (/W—- 


ing against diversion of water from 
I^ake Michigan by tho Chicago sani- 
tary district, a delegation represent- 
ing the Great Lakes Harbors associa- 
tion called 
on 
President 
("'oolidge 


Wednesday to urge enactment of leg- 
islation "to protect the Great Lakes 
as a navigation highway." 


The group, accompanied by Sena.- 


tor Lenroot, Republican. Wisconsin, 
was headed by William < Icorge Bruce 
of Milwaukee, president of the asso- 
ciation. Copies of a resolution adopted 
last month at the convention in De- 
troit of the Great l^akes Harbors as- 
sociation were 
left 
with President 


Coolidge. who expressed no opinion. 


The delegation said Michigan, Min- 


nesota, 
Ohio, 
Pennyslvania, 
New 


York, 
Wisconsin, the 
dominion 
of 


Canada and more than Sd cities on 
the Great Lakes were opposed to any 
legislation that might sanction diver- 
sion of water 
"likely to lower 
the 


level of the Great 
Lakes and 
thus 


impair the commerce thereon. 


"AVe appeal1 to congress" tho pro- 


test said, "to provide legislation which 
shall protect the Great Lakes as a 
navigation highway against the repe- 
tition of the blunder committed by a 
former secretary of war in granting 
a water diversion permit to tho city 
of Chicago which has proved a great 
public injury." 


- I 


TURN MACHINE GUN 


ON SALOON;WOUND 


TWO, 
ONE FATALLY 


Chicago—-OP)—A light 
machine 


K\m aii the 
hand* of gangsters 


sprayed bullets into the saloon of 
Martin Co.stello on (he M>uthsitk>, 
wounding two men, o»c probably 
fatally. 


William Wilson. :i former pugil- 


ist, may die. .John (Mittens) Foley, 
ice cream wagon drivers union of- 
ficial, was the other vTctim. A bar 
keeper 'saved him.seflf by ducking 
under the bar. 


iSrrugsle for control of a 
beer 


running gang motivated the 
at- 


iack, police said. 


URGES STRICT 
PROBE OF WARD 


FOOD MERGER 
1 
/ 


Declares Action by Depart^ 


merit of Justice Should 


Be Stronger 


BOB 
GIVES 
STATEMENT^ 


ARMY OFFICER 


FACES HANGING 


Father Loses Fight to Save 


Son from Death Sentence 
for Murder 


VVashingoln 
Advised 


has lost a long fight to save 


that ho 
his .son 


from hanging as a murderer, the Rev. 
J. 
Milton 
Thompson. 
Preshytorijm 


minister, has returned to his homo at 
Far Rockaway, X. Y.. without tho o\- 
ecutive clemency he had hoped to olv 
tain from President Coolidgo. 


The son Is second Lieut. 
John S. 


Thompson, who pleaded griiliy to kill- 
ing his sweetheart. Audrey Kurlolgh, 
18-year-old Memphis girl, in tho Phi- 
lippines last spring. 


President Cooldigo, ha.s approved trip 


death sentence imposed by the army 
court martial. It was to make a final 
appeal in his son's behalf that his fa- 
ther came to Washington to urge the 
president to set aside the court's ver- 
dict. 


For a long time the older Thompson 


waged a long fight to prove that his 
son's act was tho result of hereditary 
insanity. 


Lieutenant Thompson shot and kill- 


ed Miss Burleigh when she wa.s on a 
visit to her stop fat her, an officer in 
the army medical corps in the Phi- 
lippines. He had quarreled with tho 
gin because she had played a part in 
an amateur theatrical, and then fired 
five shots at her. He surrendered to 
the military authorities, pleaded guilty 
at the trial and the deatli 
sentence 


followed. 


'ROFESSOR ROSS WOULD 
DROP LOAFERS FROM "IT 


Madison—UP)—Professor E. A. Ross 


of the University of Wisconsin said in 
an interview Tuesday that ho favored 
reducing the number of students by 
eliminating "loafers." 


"If I were president of this univor- 


.it?'—and T am sure I wouldn't last 
n 
that 
position 
three 
months—I 


vould eliminate tho loafers if it took 
.500," he said. 
"I would also elirn-: 


liate the 'boozers' the 'hip flask toters' 
and the gay, convival 
fellows who 


hink it smart to violate tho laws of 
heir country.- 


"When 1 got through there miprnt 


not be more than 5,000 students hore. 
)ut we might again have the atmo^- 
phero of earnestness and hard work." 


EXPECT VOTE 
ON REPEAL OF 


ESTATE TAX 


Insurgent Republicans Score 


Democrats Who Join 


G. 0. P. Members 


-Says Court Action Won't 


strain Bakeries from 


Consolidating 


Washington, 1). C.— (/f) — Senate 


Republican insurgents who joined tho 
Democrats two roars ago in tying up 
senate organization Wednesday took 
Democratic loaders to task for form 
ing a coalition with the K'.-pul>lic;m 
majority on the tax bill. 


Senator Xorris. Republican Nebras 


ka. first brought up flip Isiibjei-t dur- 
ing the closing debate on V>ropo,sed re- 
peal of the inheritance tax. 
tic was 


joined by .Senator La Follettc. Re- 
publican, Wisconsin, who also bitter- 
ly assailed the proposed repeal. 


Criticising the provision for n re- 


troactive reduction in the inheritance 
rates, Senator Xorris discussed par- 
ticularly the benefits 
which 
Puke 


University of North Carolina would 
receive, because 
of this provision. 


Senator Simmons, of Xorlh Carolina, 
irmking Democrat 
on 
the 
finance 


committee which framed the compro- 
mise bill, asked whether the OCebras- 
ka 'senator was intimating thsit lie 
favored the amendment "merely be- 
cause it will benefit the estate of tho 
Lite James f?. Duke?" 


"Xo indeed," .Senator Xorris replied. 


"1 am discussing tho benefit* to be 
received by several millionaire 
es- 


tates and if there is any suspicion n 
will result because my discussion of 
the Duko estate is protected too mu< n. 
F do not charge 
bad faith 
or 
ini- 


pugne the motives of the senator from 
North Carolina in the lenM." 


Replying to Senator Norris, Senator 


Simmons said the 
Duke 
foundation 


would save about 3 or 4 million fol- 
lowers by virtue of the retroactive 
provision. 
Of this amount he, said. 


ike Vnivers-ity would be henefittcti 


by about 10 per cent and the balance 
of the tax saving would go to hospi- 
tals, the sick and superannuated min- 
isters. 


aia 


SERVE SUBPENAS ON 


MADISON POLICEMEN 


Madison—(/P) — Subpoenas 
were 


served Tuesday night on Policeman 
Karl W. Hessling, Mrs. TFessling, Chief 
of Police F. L. Trostlo and Dr. AV. ,T. 
Genxor by defense attorney in the case 
of Rudolph Jessner. charged with mur- 
der in connection with the s-laying of 
Policeman 
Palmer 
Thompson 
last 


month. 


The witnesses were ordered to ap- 


pear in circuit court Fob. 2rt for ques- 
tioning. 
It was reported unofficially 


that the subpoenas were a move by 
tho defense to hoar Hesslmg's story 
of the slaying and his reporter! disap- 
pearance at tho lime of tho prelimin- 
ary hearing on Jan. L'fi. 


JANESVILLE GAS PLANT 


SOLD TO CHICAGO FIRM 


(ft) 
— Announcement 


vas mode here Wednesday that the 
New Gas Light company, capitalized 
at $360,000 and owned by 
Philadel- 


hia interests, has been sold to the 
iVisconsin Power and Light company 
of Chicago, also owner of the electric 
lant here and many others in this 
ection of the state. The sale is suh- 
ect to approval by the state railroad 
om mission. 


Rich 
Richard 
Says: 


A MISS is as good as 


a mile. You may read 
all the rest of the paper 
— yet 
never 
know 


about 
the time and 


money 
the 
A-B-C 


Classified Ads can save 
you. 


Read them today! 


Washington. P. C, — f/P)— Mnrr. com* 
rbonvjvo action bv Uie department; 


of instu-e th.-in ha.s alreadv boon ta.k"rn 
to in-<-\ont the i.irrymc out of plan;* 
for ;i huge cumluiin! 1011 of l>;iking in- 


' teresr^ 
advni-ati-d 
in 
;i 
Matement 


| Tuesday l,y Somtor i,,nro||ott<\ 
Re- 


'publican. \\"i <-criii«iii, .iiithor of n, res-' 
olution asking an 
mi|iiirj 
into 
th» 


propo.sofl nior™or«. 


The senator said he \\,i,e; Rind to s"er 


i the 
department 
had 
"finally 
been 


i m n \ e i l into action" but ,-ulrtfd that tlr» 
effort of'its anti-trust suit, even if th^ 
courts grant a l l that i« asked, would 


; lie t n "le.-no Ward — ; lie 'hrrail king" 
i — in fnidisputea control nf iho bakins 
industry." 


! 
Senator 
LnFnllette Ksuod the 
fol- 


lowing statement on the government 


'effort lo prevent bi^' baking mergers: 


"I an i particularly gl.uf that it is 


( proceeding lie fore 
UIOM. corporations 


I hkd finally '.scrambled' into a singlo 
1 eiKiintie merger. 
| 
".\c\ert helo.ss. the orders which this 


'department of justice is srokin-, from 


I the court, as reproduced in the news- 
pullers, arc directed entirely against 
the 
corporate defendants — Tiamely, 


William B. Ward 'and his associates 
who conceived and 
promoted 
this 


groat conspiracy. They will ho left in 
complete control of the bread indus- 
try even if everything asked by the 
government is graiitp't. This appears 
to be a fatal defect 
in tho 
govern- 


ment's case which should be amended 
before proceeding fur' her. 


"hot mo make Ibis clear. Accord- 


ing to the 
government's own state- 


ment of the case, this conspiracy has 
consisted in William P.. \Vard and his 
associates acquiring control of a num- 
ber of the groat baking corporations, 
particularly 
tho / biK 
throe" — the 


Ward, the Continental and (he 
Gen- 


eral baking corporations. They 
the conspirators. 


"Control of the 'hip three' the ™ov-« 


eminent contends, will give W.ird and 
liis associates complete control oveH 
the baking industry throughout 
tha 


1'nited States. 
They \\ill have thi^ 


control-they will be able to dictata 
the price of broad, whether tho!-othrc<4 
are mergd into th new food trust, 
which Ward has recently incorporated. 
Or are kept separate. 
"The 
iiubliQ 


interest therefore demands that WnrrJ 
and his aK.s-oo.iatos bo compelled to sell 
their stock rind tnvo up control oC 
at least two of tho "big three". Anv( 
one of these throe is big enough tr» 
give Mr. Ward 
full opportunity 1r» 


develop any 
possible economies by 


large scale production. 
He may notj 


be able to carry out his paternalist^ 
project for providing for the welfare^ 
of little children out of the excess pro* 
fits levied upon their bread, but h<i 
will he able to make cheap 
bread* 


if he is honest and efficient. 


"But 
the 
department of 
justicfll 


merely a.sks the court to restrain tha 
corporate defendants 
from 
merging, 


having common officers and directors. 
and sc» forth and does not ask 
thnfi. 


Ward and his associates — the imiividiit 
defendants who conceived and exccut-. 
cd this unlawful conspiracy — bo 
re- 


quired to abandon the control of tha 
'hip three' baking corporation which 
they now have. 


"The effect of thi,1* proceeding, even 


if the court .crants e\er> thine that 
the goernment not\ 
,isl<s. w i l l bo to 


leave Ward — "the Hread King' in un- 
disputed control of the baking indus- 
try. 
He will be able to ISMIP orders in 


each of the baking corpoiatious which 
he is now MI control of and of which 
the government now asks, w i l l bo to 
pri\e him. as effectively as if they 
were merged into a single trust, 
t 


sincerely hope, the refore that the de- 
partment of justice w i l l speedily order 
its petition amended to euro this d'-- 
fect". 


LAKE SUPERIOR LOWERS 


.39 FOOT IN MONTH 


! 
Superior — (^P) — Lake Superior Is .."1 


; foot lower than It was durliifr I'ocfm- 
her. 102."), the monthlj report of tbr. 
Tinted States l^ike Survey .st.iles Thi 
lake Is .fin foot lower than the Janu- 
ary stage of a year ago, l.f>0 ft-et low- 
er than t.he average J;uiuar\ Mac"' of 
the last 1" years nnd '2 ,11 (**•! belov.' 
the highest time in 1901. Th» oih<-i- 
Great Lakes are oven lowci, th<- !•••• 
port show s. 


Cities situated 
on I he 
lakf ports 


claim the f'hicHKo rlruinaRo canal \t 
mainly resporisibl': for this lowering 
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PROTEST STANDARD OIL PRICE FIXING POLICY 


STATE HEARS 
PLEA TO STOP 
NEW PRACTICE 


_ _ , _ 
] 


independent Jobbers Present 


Case at Hearing in City 


Hall Here 


\ impe number of independent oil 


jobber5 were icpiesonted at the pub- 
l i heinnir 
conducted b\ the state 


department of maikels .n the 
eitv 


ball Wednesd.iv moinirc on the pro 
po"al to piolubit large quintitv dis- 
i ount prices on gosolme when g.v en 
on ouintities delivered it moie than 
one place a prnc'ice 
attributed 
to 


the Standard Ol lompanv 


The Appleton he inner is one of i 


"eiies other" h i\ n-: been scheduled 
or held at Mni'i-on 
Milw mkee 
and 


Eau Claire 
Henna n L Ekern. swe 


nttornev general opened the hearing i 
here, but other business 
compelled • 


him to leave on a late morning train 
•\T T>unn Ji . of the Tttornev trene'- 
f,l's office 
took up fie work aft e- M' 


Ekern left. 
The <bief attornev 
foi 


the Standaid Oil companv was R T 
Felling-hair 
of Chicago 
The hear 


ing was presided 
over 
bv Edward 


Xordman, 
state 
commissioner 
of 


market^ 
-• 


INVOLVES BIG CONTRACTS 


"The gasoline hearing"" sacri 
the 


nttornev general 
in 
opening 
the 


hearing, "deal with the question 
of 


whether former contracts to be ir=ed 
for giving larse companies a monop- 
olv of the business of large buveis of 
rrasohne buving over a large tern 
tory such as over "several state", as 
The" Standard Oil company has from 
packers and the telephone companv 


"Befoie Julv 1. 1"2S 
the 
^an 


price was- rmde to all buvers. large I 
or smill 
The new quantity discount ^ 


is e-ven on'v to larse buver" and re- 
sult" in higher price" for the great 
mass of "mall and medium buyers to 
i 


make up for the di«count given 
to ' 


<he larger buvers" 
i 


*Lt a similar hearing held,, In Madi- 


son recently it was brought out that 


< ontract discounts were given to 
an 


association of big packing firms Mr 
Ekern "aid but such discounts were 


to the Farm Bureau federa- 


HOLD RECORD 
FISH IS FIRST 


CANDIDATE FOR 


CITY ASESSOR 


Gets Out Nomination Papers 


in 
Race for Election 


Rule's Successor 


as 


The declaration of A C. Rule, city 


assessor to enter the field for mayor 
caused Gordon Fish, 215 W. College- 
ave. to announce himself as a candi- 
date for the office of assessor. 


Mr Fish is at piesent office mana- 


ger of the Advance Car Mover com- 
panv 930 E John st. For six years 
he was manage! of the commercial de- 
partment of the Krugmeier & Heine | 
mann law office and foi- a time was] 


APPLETON 
YOUNG 


MAN DIRECTS 


SENIOR DANCE 


Lawrence Lyons, Appleton, Is gen- 


I eral chairman of the annual dance or 
the college senior class to be given 
Fuday evening, Feb. 12 m Alexander 
gjmnasium 
Committee heads work- 


ing under the supervision of Mr Ly 
ons include Ellsworth Stiles, 
Man 


notte. 
music 
committee; 
Geitrude 


Walton- Marmette, decorations, and 
Carvel Clapp. Ellsworth, ticket com- 
mittee Mjinoei's oichestra will fur- 
nish music for dancing. 


Radio Programs 


COMMITTEE PLANNING 


FOR C. C. CAMPAIGN 


identified 
with the G. A. Zuehlke 


Mortgage & Loan companv. 


Mr Fish spent n\o jeais in t-outh 


America 
At the close of his 
stay 


there he was, assistant superintendent 
and office manager of the branch of 
flee in 
Georgetown. British Guiana 


of the Demera Boxite companv a sub 
sidiarv of the Aluminum companv of 
America engaged m mining work 
there 


Mr F'sh took out nomination 
pa- 


j per" Wednesday afteinoon 


I 
Through an eiior in Tuesday s Post 


Crescent 
it was 
announced 


friends of Frank Schnmpf are endea 


I 
Following 
the 
announcement of 


I the boaid of directors of the App'e- 
! ton Chamber 
of Commerce 
hettmg 


the date for the organization's mem- 
1 ership 
campaign 
for 
the second 


[week in Maich. 
the publicitv com 


i ir.Utee is now laying piano for 
it<= 


, part in the drive. I>an "\Yeigle. of St 
Paul, has been 
engaged 
to cleli\ci 


«ev eral addresses during the w eek of 
the campaign 


EIGHT ESTATES ARE 


UP FOR SETTLEMENT 


BEST PICK TODAY 


WOO 508 2, 
Philadelphia, 
Pa. 


4-45_Organ. 
9—Dr. Alfred Hol- 


hns, organist. 10— Theatre pro- 
gram. 


KGW 481.5, Portland, Ore. 6 


—Concert. 
8—Studio. 
9 — Or- 


che.stra. 10—Concert. 


KOA 322.4, Denver, Colo 6:30 


—Orchestra. 
8 — Instrumental. 


8 15—Studio. 
10—Dance tunes. 


WGY 379.5, Schenectady, N. Y 


7—Orchestra. 
8:05—Opera. 


WHT 400, Chicago, 
III. 7.30 


—Vocal. 
9-30—Organ. 
10,05 — 


Entertainers. 
11:15—Orchestra. 


foi assessor 
Charles Schrimpf 
was 


meant and his address is 1403 S Mad 
ison-st 


THURSDAY, FEB. 11 


EASTERN TIME 


WLIT 394.5, Philadelphia, Pa 4.30 


—Classical. 


WOO 608 3, Philadelphia, Pa. 4:45 


—Organ 
7:30—Orchestra. 


WREO 285 5, Lansing-, Mich. 
6 — 


Concert. 
9 15—Variety. 


WEAF 492, New Tork City. 6 — 


Dinner music. 7 — Mid-Week Hymn 
Sing1. 
7-30—"The 
Smith Biotheis." 


8—"The Larkimtes" To WEEI'476, 
WGR 319, WOC 484, WFI 395, WWJ 
352 7, 
WCCO 
416 4, 
KSD 
545 1. 


WTAG 268, WCAE 
461 3, 
WEAR 


3S9.4. 8'30—"Hire's Voyageurs " 
To 


WEEI 476. WFI 395, WCAE 461.3 9 
-—"Clicquot 
Club 
Eskimos" 
To 


j WEEI 476, WFI 
395. WSAI 325.9, 


Healings of final account-* in e'ght WGR 319. WWJ 
3527, WGN 3028, 


estates vvera scheduled at the special, WTAG 268, WOC 484, WCCO 416 4, 
term of the Outagamie countv court KSD 
4541, WCAE 
4613, 
WJAR 


which beca.n Tuesdav. Petitions lor 3059, WEAR 3894. 10—"Silvertown 
administration -were heard in the es-j»Cord Orchestra" 
To WJAR 
305.9, 


tates of William Geske. Franz GUter | WLIB 302 S. WEEI 476, WTAG 268, 
William J 
Lambic. and Anton Lot-. WFI 395, WCAE 4613, 
WGR 319. 


ter 
proof of the wills m estates of WWJ 352.7, WOC 484, WCCO 4164, 


Paul Christie (abov e> 
and 
Paddy: 
Xavan both of Ottawa, Ont.. claim] 
to hold the world's recoid for 
sen-1 


tences to 
the 
hoosegoW 
Christie 


has been sent to ]all 125 times, and 
Xavan has pone m 11? time*. 
The 


two have never 
been ariested 
for 


anv thing more serious than drunken- 
ness or disordeilv conduct. 


FEARED FIRE 
BUT FOUND ONLY 


HEAVY 
SMOKERS 


KIMBERLY CITIZENSHIP 


CLASS HAS DUTCH PARTY 


j William Malliet, Emma temke 
and 


John Douglas; and preferred 
claims 


I were heard in the estate of 
Plummer 


The Standard Oil companv admitted 


1h.it discount agreements iver<> madp 
but' buiklme a stare 


Smoke filtering- through the ceiling 


of th" third floor of the courthouse 
along a newly-installed 
light 
\vire, 


cave electricians 
-working 
in 
the 


with 
such 
larg» rorporations 
but > bulletins a stare Honda v afternoon 


,e soned that these were commoicial I The men who were 
working above 


wrc not expected to take I the third floor feared a fire and has- 


' tened down to ascertain the cause of 
the smoke 
It was 
discovered the 


county highway committee was 
m 


session in the commissioners 
office 


and the 
smoke from more than a 


dozen 
strong 
cigars 
had filtered 


through the ceiling along the path of 
the wire 


croup1 
.idiantasre 
of 
«.uch 
arrangement* 


Thn same discount ^as refused 
to 


the farmers organization because 
it 


was considered'mcie like an automo-i 
lulf dealers' association than a bu=i- 
n<«-«! 
organization. 
Tho 
companv 


maintained that the system put into 
fffort nst Julv -whereby the quantitv 
Inner ipppivp* a discount under the 
Ksulai *ank wagon or service station 
l»neo i« legal and 
conforms 
to 
a 


u'cnfial p-actlce followed 
by 
other 


business concerns 


C\VT MEET COMPETITION" 


Independent oil dealers of this vlc- 


imtv indicated that 
they could not 


meet the competition of the Stand- 
ard Oil company on the basis of the 
large area quantity discount 
agree- 


ments 
Testimony at the Wednesday 


morning hearing also snowed that the 
independent jobbers favored the pub- 
lif posting of discount prices A state 
order proiiding that in posting 
the 


< ircumstances for the 
charging 
of 


different prices 
no 
such 
different 


prices at anyplace shall he condition- 
ed in whole or In part upon sales or 
deh\ cries made at any other place is 
proposed. This -would stop the Stand- 
da rd Oil 
Co discount practice 
in 


AVisconsin. 


Among the independent companies 


represented at the 
hearing 
were: 


Whiting Riggs Oil company, Ripon. by 
E H. Riggs. Thompson Oil and Sup- 
ply Co., Oshkosh, by H W. Van- 
Iteuren, AVolf River Oily Co., Fremont, 
C. B Abraham, DeBaufer Oil Co.. Ap- 
pleton.'by H A DeBaufer and J. F. 
DeBaufer; Marston Brothers Co., Ap- 
pleton, by C L. and J. H. Marston; 
Ideal Lumber and Coal Co., Appleton, 
R W Getschow, Green Bay Oil Co , 
Green Bay, J. E. Shaughnessy and 
K. R. Baumgart; H F Peters. Marion. 


Some of the jobbers complained that 


some of their filling stations showed 
losses and that they had lost custom- 
ers because thej could not grant them 
contracts for discounts in sales over 
a large territory, as the Standard Oil 
Co. offers. 
If the discounts were re- 


stricted to only one city, they felt, the 
practice would not be so oppressive. 
Since the Standard Oil Co , however 
has about 315 stations in the state and 
scllh more than one-third of the gaso 
line used in the state, it has an ad 
\antage o^cr the small jobbers -whose 
trade 
aie 
is 
limited 
to 
a few 


i itirs, it -v\as brought out. 


MITCHELL DISCUSSES 


BUSINESS FORECASTING 


Business forecasting was the theme 


of a talk bv Professor 
Waldo F 


Mitchell of the business adrmnisfa 
tion department of Lawrence college, 
at the weekly 
luncheon of the Ro 


tary club at Hotel Northei n Tuesday 
noon. 
McMahon's Broadcasting 
or- 


chestra of Des Moines, Iowa, playpJ 
se\eral 
numbers 
preceding 
Mr 


Mitchell's talk 


Mr Mitchell predicted 
good busi- 


ness conditions until near the end of 
1926 
but Interest rates w.ll begin to 


decline in about 14 months, he said 
The general 
trend of bus ness ha.s 


been up since the middle of 1924, 
Bald. The stock market, stock sales, 
commodity prices, and financial data 
were named as the chief criteria of 
business conditions. 


THE: WEATHER 


WEDNESDAY'S 


VINCENT HEARING IS 


POSTPONED 5TH TliME 


Development of a new angle In tho 


case of J. Bernie 
Vincent, charged 


with emlwzlms $1 "00 from the Mid- 
west Commerci.il Accounting Co of 
Milwaukee early in D-ecembei, caused 
the fifth postponemtnt of the mu< h- 
delayed trial. The last previous post- 
ponement 
was gianted c-n Ian 
27 


Hrlef.s were submitted to Judge Theo 
doie Berg Wednesday morning. 


Tohn A Lonsdorf, district attorney, 


Judge Berg and Vincent's attorney, 
^ire trying to determine whether the 


< aae 
!•> one 
of < mbezzlement or fail- 


ure to pay a debt 
Vincent contends 


that he did not embezzle the 
but 
borrowed 
them 
on hli 


TEMPERATURES 


Coldest Warmest 


Chicago 
24 
32 


Denver 
32 
52 


Duluth 
12 
22 


Galveston 
50 
66 


Kansas City 
24 
44 


Milwaukee 
18 
30 


St. Paul 
8 
24 


Seattle 
4b 
56 


Washington 
24 
34 


Winnipeg 
4 
16 


WISCONSIN WEATHER 


Mostly cloudy'1 tonight and Thurs- 


day; 
probably 
snow 
Thursday 
in 


northwest portion, rising temperature 
Thursday, and in northwest portion 
tonight 


WEATHER CONDITIONS 


The pressure is low o\pr the entire 


eastern portion of the country this 


I morning, with rains or snows report- 
! pd fiom those stations Higher pres- 
! sure extends from the Lake Superior 


i district .southward 
with 
somewhat 


1 colder weather, but witlt considerable 
cloudiness and snow flurries even in 


i its tenter. This should cross this sec- 
tion this aftPrnoon and tonight, with 


I rather unsettled and moderately cold 
weather 
and be followed 
by lower 


' pressuro 
over the 
northwest 
by 


I Thursday, Xvith continued cloudiness, 
1 slowlv ri=mg temperature, and prob- 
ably snow by Thursday night. 


Special to Post-Crescent 


Kimberly — The Amei icamzation 


class of the Kimberl} Clark company 
held a Dutch partj at the clubhouse 
Wednesday evening. 
Fr'endb of the 


members were present and the e\e 
ning was devoted to old time g-ams 
and dancing 


The Lady Foresters held a meeting 


Monday evening at the clubhouse. 


The Tea Pot Dome club held a meet- 


ing Thursday e-vening at the home of 
J C Ritten 


The Super Six club met Sunday 


e-i ening at the home of Mihi Margaret 
Tieweger. 


The men membei ° of the coopera- 


tion staff of the Kimbcrly-Clatk com- 
pany enteitalned the women mem- 
bers at a «upper Thubdaj evening at 
the clubhouse 


Al Jung of Menasha and Miss Hazel 


Kuthe of Xecnah, spent the weekend 
at the home of Joseph Sandhofer. 


The Ladies Aid society met Thurs- 


day at the home of Mrs 
Howard 


Huntington. 


Births for the month of January 


were' Mr ana Mrs Joseph Dorsch 
ner, a daughter, Jan 5. Mr and Mrs 
Joseph Doerfler, a daughter, Jan. 6 
Mr and Mrs John Van Engelen, a 
daughter. Jan 10 Mr and Mrs Abel 
Gasper, a daughter, Jan 19; Mr and 
Mrs Busch, a daughter, Feb. 1; Mr. 
and Mrs. A Haymaker, a. son Feb. 3 


Schafkopf and dice were plaved at 


the card 
party given 
Wednesday 


afternoon 
in the domestic 
science 


room of thp public school by the ladies 
of the Missionarv society 
of Holy 


Name church. About 10 tables were in 
play and prizes wore won at schaf- 
kopf by Mrs 
Paul Locksmith and 


Mrp G Pocan, and at dice by Mrs 
E Hopkins and Mrs T Wydeven. Ar 
rangments have been made foivanoth- 
er card party to be given at tffe com- 
munity clubhouse Feb 16. 


Roval Neighbors -will give an open 


card party at hte home of Mrs How- 
ard Huntington Wednesday evening 
Feb. 10. Dice and schafkopf will be 
played. 


A dance will hf given Fridav evp- 


ning Feb 12, at the Community club 
house by the Kimberly-Clark Athle- 
tics. The Mangold Garden orchester 
of Fond du Lac, will furnish the mu 
sic. 


BOY SCOUT TROOP 


HEARS RADIO TALK 


Dallas Jensen entertained the B^y 


Scout tioop of the Trinity English 
Lutheinn church at Appleton Radio 
=hor> J-Ionday night. A talk on radios 


given by Mr Jensen, and the 


joys were gnen the opportunity to 
listen in", Harry Cameron is scout- 
master of the troop. 


The Misses Laura Boldt and Leone 


Bolte visited friends at Milwaukee and 
Madison Wednesday. 


CTOP THAT ITCH ING 
*^ You won't have to wait — relief 


follows the first comforting touch of 
Resinol 


T U N E 
I N F O R 


I 


STORAGE •« 
BATTERIES H 
ard 


RADIO PROGRAM 
W T A M C l e v e l a n d 


i U W «• 
A T 
TIMI 
Will 


Makes You 


More Beautiful 


Apply this new wonderful harmless 


cream before retiring, i ub it in tho- 
roughly and leavp it on overnight. No- 


funds i ti< 
-e how \vhitn and clear your com- 


note, 
! plexlnn becomes. Nourishes, puriflea; 


•vshich he did nol pov when it became ' imperfections fade away 
Your corn- 


due. 
He V I A laken into <ourt 
in plexlon will look Ilk* a child's—soft. 


TVeornber 
and 
)VH trial was jtist- 'smooth and beautiful 
(let a Jar of 


ponod to Pec 
17. then to .Ian 
J5, | Mello Glo Beauty C'renm today. Tht 


Jan. 27 and Feb 10. 
, Puttibonc Peabody 
Co. 
adv. 


LWSPAPLRflRCHIVE® — 


and for Battery Repair- 
ing, Recharging or New 
"A" and Wet "B" Bat- 
teries see the 


Appleton Battery & 


Ignition Service 


Sal«H and Service for U'illard Bat- 
teries, Delco, Remy, Bourn Mag- 
netav 
Slromberg 
Carburetor-*, 


Itottch Ignition. 
210 E. Washlngton-St. Phone 101 


Trustees Meet 


Trustees of the Aid Association Cor 


^utherans held their Februarj mee'- 
ig: Tuesda\ mouiins al tho Insui- 
nce bldff. Routine matteis lesraiclin-' 
applications 
for 
the new juvcniU 


ouble mdemity, and total permanent 
iisability 
policies, 
and 
payment of 


,eath claims, were taken tip. 


KSD 545.1, WADC 238, WSAI 325 9, 
11—.Vincent Lopez and orchestra. 


•\VAHG 316, Richmond Hill, N. T 


6 30—Concert. 


"WADC 258, Akron, Ohio 
6 30 — 


Concert, a,30—Studio. 10—Orchestra 


WEAL, 246. Baltimore, Md 
G'30 — 


Orchestra. 730—Organ. 
8—Musical 


WCAU 278, Philadelphia, Pa. 6.30 


—Orchestra 
8 15—Solos. 11—Orches 


tra S-15—Solos. 11—Orchestra. 11'30 
—Revue. 


WGBS 316, New Tork City. 
6-30— 


Orchestra. 7 25 — Variety. 9 Lincoln 
program. 9 30—Minstrels. 


WGBU 384 4, Miami, Fla. 
G 30 


Orchestra 
10—Studio. 


•\VGT 
379.5, 
Schenectady, N. T 


l/IDDIES'COLDS 
W\ 
should not be "dosed." Treat 


I % 
them externally with— 
V ICKS 
VAF»ORUB 


6,30—Orchestia. 
9— Dance 
tunes 


1-30—Organ. 
WEAR 389.4, Cleveland, Ohio. 7— 


Orchestra 
8:30—Studio. 
10—Organ. 


WRNV 258 5, New York City. 7.20 


•—Studio 
8—Orchestra. 
9 — Vocal. 


10-30—Players. 


CKAC 410.7 Montreal, Canada.' 7-30 


—Concert. 


WNTC 526 New Tork City. 7.30 — 


Orchestra S'30—Vocal. 


WBBR 272.6 Staten Island, N. Y. 
40—Vocal. S.50—Violin. 
WRW 
272 6 Tarrytown, N. Y. ~9— 


Boy Scouts 
9.30—Songs. 
10—Con- 


cert. 


WBZ 333 1 Springfield, Mass. 9— 


Vocal. 9 30—Lincoln's Birthday pro- 
'am. 


CENTRAL TIME 


KSD 545.1 St. Louis, Mo. 4—Mu- 


sical. 7 30—Piano. 


WHAiJ. 399 8 Louisville, Ky. 4—Con- 


cert. 7:30—Musical 
4 
WMAQ 4475 Chicago 6 —Organ. 6 3<J 


—Orchestra. 9 40—Talk on Lincoln. 


WOAW 526 Omaha, Neb. 6—Enter- 


tainers. 
6 20—Trio. 
6'50—Orchestra. 


0—Classical. 10 30—Orchestra. 


WENR 266 Chicago 6—Concert 8— 


Popular 


KYW 536 Chicago. 
6—Orchestra. 


S 20—Musical. 10 —Studio. 
1—Insom- 


nia Club. 


WFAA 476 Dallas, Tex 
6-30—Or- 


chestra. 8'30—Entertainers. 
11—Vio- 


m 


AVON 302 S Chiijigo. 6 30—Concert 


Ootr 17 Million Jar* UmmJ Ytarly 


Give Your Wife 
the Comfort of 
Modern Cooking 


Methods 


With A 


ELECTRIC RANGE 


It is economy in the long run — and all 
the way, cleanliness, comfort, and con- 
veniences, which mean happiness to ev- 
ery woman. 


Modern Electric Cookery is free from 
dirt, soot, ashes, 
fumes, grease and 


drudgery. 
Every woman deserves and 


can now easily enjoy its many benefits. 


The resulting economies in fuel, in food 
saving and absence of food shrinkage 
makes an investment in a modern elec- 
tric range well worth while. 


ELECTRIC RANGES 


are now on display here. Bring your 
wife and help her select a style suited to 
the cooking needs of your home. 


Wisconsin Traction, Light, 


Heat and Power Co. 
* 


Sugar 
7c a Pound 
at FISH'S 
Grocery 


Fresh Green Peas 
Cauliflower 
New Cabbage 
Radishes 
Ripe Tomatoes 
Spinach 
Endive 
Beets 
New Carrots 
Cranberries 
Canadian Rutabagas 
Turnips 
Spanish Onions 
Parsley 
Brussel Sprouts 
Iceberg" Head Lelttfce 
Washed Parsnips 
White Old Cabbage 
Sweet Potatoes 
Strawberries 
Idaho Baking Pota- 


toes, a peck . . . 95c 
Wonderful for bak- 


ing, "assorted sizes." 
Our 
Canned 
Goods 


Sale Lasts All This 
Week. Why not get a 
good supply? 
FISH'S 
GROCERY 


Phone 4090 


Let This Test Decide 


Your Choice 


Y 


OUR phonograph represents 
an investment which you 


expect to give you pleasure for 
years to come—so in making 
your,selection let nothing influ- 
ence you but the testimony of 
your own ears. 


Ask 
any talking machine 


dealer to place his product in 
your home for a few days on 
approval—and let us place a 
New Edison there at the same 
time. Then you make the de- 
cision. 


Why not come in today and 


arrange for the free demon- 
stration ? 


MEYER-SEEGER 


MUSIC CO. 


118 W. CollfBe- \vn. 


10 10—Old Time favorites. 10.15—Or- 
chest^a. 
/ 


YVQ.T 447.5 Chicago. 7—Conceit. 10 


—Orchestra. 1—Ginger Hour. 


KFNF 266 Shenandoah, la. 7—Con- 


cert. 


WLIB 3028 Chicago. 7 —Musical. 11 


—Orchestra 


WLW 422.3 Cincinnati. 7—Concert. 


10—Orchestra. 11—Trio. 12.15—Night 
Howls. 


WHB 365.6 Kansas City, Mo. 7— 


Organ 8—Instrumental. 


KPRC 296.9 Houston, Tex. 7:30— 


Orchestra. 8 30—Fiddlers' • contest. 


WHO 526 Des Moines, la. 7:30— 


Orchebtia. 8—Trio. 9 —Orchestra. 


WCCO 416.4 St. Paul-Minneapolis 


730—Musical 
10-20—Orchestra. 


WBBM 226 Chicago , S—Entertain- 


ers 10—Orchestra and soloists. 


WORD 275 Chicago. 8—Trio. 8 30— 


Recital. 


WJAZ 322.4 Chicago. 10—Classical 
WKRC 423 Cincinnati, O 10—Or- 


chestra 
11—Songs 
11 to—Dance 


tunes 


WOC 4S4 Davenport, la. 11-Or- 


chestra. 


WDAF 365.6 Kansas City, Mo 11:45 


—Nighlhawk Frolic. 


MOUNTAIN TIME 


KOA 322 4 Denver, Colo 6 30—Con- 


cert. 


CFAC 435.S Calgary, Can. 9—Or 


chestra and soloists. 


KFXF 250 Coloiailo Spring*, Colo 


S—Studio. 


PACIFIC TIMK 


KGW 481 5 Portland, Ore 
6—Con 


cert. 
^ 


KPO 4283 San Francisco. Calif. <i:40 


—Orchestra. 8—Symphony orchesxr.i 
9—Vocal. 10—Dance tunes. 


KF1 467 JLos Angeles, Calif 
6-45 


Studio 8—Orchestra. 9 — Classical. 10 
—Piano 


KNX 337 Los Angeles, Calif. 
7<- 


Studio. 10—Orchestra. 


KHJ 405.2 Los Angeles, Calif. S— 


Studio. 


For Mechanics' Hands 
Removes Paint and Oil 


Softens 
Ward 


RUBNOMORE 
WASHING POWDER 


APPLBKXN Wisccwsm 


"* TWO DRUG STORES FOR YOUR CONVENIENCE 


40c 


For Your Old 


Hot Water Bottle 


^ 
Bring your old Hot "Water Bottle to us and buy a new one. 
We dont care how old it is, where yon lion slit it or what 
you paid for it, it is worth just 
7i Oc to you toward one of 


our new guaranteed Hot Water Bottles. 
Come and select any Hot Water Bottle — they arc all guar- 
anteed to lie perfect and free from dcfcf-ts. 
You can't fro 


wrong. 
You can't loose. For, if the bottle doesn't make 


good, we will. 


No. 2 Special Hot Water Bottle 
......... 
$1.69 


2 Quart Super Service Hot Water Bottle $2,50,, 


Correct Hospital Ware 


For The Home 


Sanitary Enamel Ware that every home should have. These 
arc exceptionally low in price for the quality offered 


White Enamel Bed Pan, formed to fit 


the body, easy to adjust and com- 
fortable 
..................... 
$2.50 


White Enamel 
Bed and Douche Pan. 


An unusual value at 
......... 
$2.25 


White Enamel Douche Cans, complete 


with tube, shut-off and three hard 
rubber tips 
.................. 
$1.75 


Colgate's 


COLEO SOAP 
3 Bars for 25c 


Guest Size Free 


Household 


RUBBER GLOVES 


the Pair 49c 


All sizes 


Save On Medicines 


at Schlintz's 


Aspirin Tablets, bottle of 100 for 69c 


85c Jad Suits 
79c 


50c Mcntholatum 
45o 


60c Bed Pepper Kub 
54c 


G5r Pinex 
file 


SI .00 Muco Solvent 
95c 


$1.20 Swamp Root 
$1.10 


$1.20 
Calclwell's Synip of Pep- 


sin 
?M2 


35c Pape's Cold C'omp 
. 
31c 


$1.20 Stuart's Dyspepsia 
. 


Tablets 
$1.12 


?5c Bfll-Ans . 
fiflc Epsonade Snlts . . 
.. 


35r Vicks Vnpo Rub .. . 
50c Jaynos Vermifuge 
. . 


$1.25 
Creomulsion 


?1.20 Fcleys Honej and Tar 
?,1.20 Sootts Emulsion 
60r Doans Kidnc.v P.Ms .. 
30r Hill Casonr.i Quinine 
50r Indian Herbs 
loo tio'd Medal Harlem Oil 


Capsules 


71c 


. 54c 


31 c 
45c 


$1.15 
SI.12 
SI.00 
. 54c 
. 25c 


•\4<1C 


71c 


VALENTINES 


Ic to 50c each 


Sunday Is Valentine Day 


The assortment of Valentines is unusual and varied at Ihe 
Schlintz Stores, Serious and Sentimental. Funny and Fancy. 
Every kind is here. 
Rcmemhei- your friends on Valentines 


Day. 


Wednesday Evening, February 10, 1926 
APPLETON POST-CRESCENT 
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76 VIOLATIONS 


OF LABOR LAWS 


FOUND IN CITY 


lidustrial Commission Says 


Employers 
Careless 
in 


Hiring Minors . 


Forty-five violations of the 
child 


;bor law, 61 violations of the law 
egulating the hours of labor for wo- 
len. and ten violations of the mini- 
lum wage law were reported from 
lie 143 industrial establishments in 
.ppleton recently inspected by Miss 
lice B. Smith and Miss Sylvia M. 
achtjen of the Industrial Commis- 
ion of Wisconsin, according to A. .T. 
.Itmeyer, secretary of the commis- 
ion. 
The attitude 
of 
employers 
was 


jund to be friendly toward these law? 
itended for the protection of women 
nd children, the inspectors said, but 
hey were not always careful to defi- 
itely establish the age of minors be- 
3re allowing them to work in excess 
f the number of hours permitted by 
nv. tiut of the establishments visit- 
d, 106 were found to be employing 
.-omen and children. 
Following are the principal provis- 
ms of the laws in regard to the em- 
Joy ment of women and children as 
iven by Mr. Altmeyer in order that 
mployers may avoid violations of the 
iw: 
"The Child Labor 
Law 
provide 


hat no'minor under 17 years of age 
lay be given employment except in 
griculture and 
in casual 
domestic 


ervlce, until the employer has on file 


child labor permit authorizing such 


mployment. The permit officer 
in 


our city is Herbert Heilig, 
director 


f the Vocational school. 
Mr. Heilig 


, authorized to issue permits for the 
mployment of children in any law- 
ul employment. 
Another important 


rovision of the child labor 
law is 


hat minors under 16 yeaTs of age 
annot be employed for more 
than 


ight hours per day or for more than 
8 hours 
per 
week, or 
before 
7 


'clock in the morning, 
or after 6 


'clock at night. 
It would also be 


nderstood that the Child Labor law 
pplies to part time employment and 
o work during 
summer vacations, 


s well as to whole, time employment 
nd during the school period. 


NO NIGHT WORK. 


"The principal laws relating to the 
mployment of \vomen are the wo- 
len's hours of labor law and 
the 


lininum wage law^ Night work is 
ntirely prohibited ill manufacturing 
stablishment and laundries that i; 
rork performed after 
G o'clock 
a 


ight. 
In other establishments, wo 


icn may be employed after a certain 
ime or more than one evening of 
he week the restrictions regarding 
ight work a.pply. 
In general, em 


loyment of women is restricted to 9 
tours per 
day and 
50 hours per 


;eek at day work and 
to 
S hour 


er day and 48 hours per week aj 
|ght work!' " However, In hotels, Tro"- 
len may work 10 hours a day anc 
5 hours a week at day work, and 9 
ours a day and 54 hours a week at 
Ight v/ork. 
"'The 1925 legislature 
passed 
an 


mendmcnt to the minimum wage 
Iw which provides that the old mini 
mm wage law shall only apply to 
iinors. 
A new law known as the 


'ppressivc Wage 
Law was passed 


;hich applies to adults. The law as 
'; applies to adults does not fix any 
eflnite, wage but provides that any 
•age that is less than reasonable and 
dequate 
compensation 
for 
service 


endered shall be deemed an oppres- 
Ive wage. 
The Industrial commis- 


lon Is given the authority to deter- 
line whether a given wage is op- 
resslve. In the next paragraph we 
et forth the schedule of wage rates 
et up under the old minimum if any; 
rlticisrn is likely to be a*ned at any 
mployer who pays his adult women 
t least these rates. 
"The minimum wage law makes it 
ecessary to pay 
women 
employe; 
rho are over 37 years of age, and 
oys who are between 
17 and 21, 


ot l«ss than 16 cents per hour dur- 
ig the first three months of employ- 
lent, not less than 20 cents during 
ne second three months of employ- 
lent. The entire period spent in an 
idustry must be taken into consid- 
ration in determining the minimum 
•age law, not merely the time worked 
3r a particular employer. 
Minors 


etween 14 and 16 must be paid not 
!ss than 16 cents per hour if they 
ave not had six months experience, 
nd 20 cents per hour thereafter." 


Essay Winners Get Free 


Trip To Milwaukee Fair 


Free 
transportation, 
meals, 
and 


other expenses to the 1926 State fair 
and Fourth Wisconsin Products expo- 
sition in Milwaukee will be given to 
one boy and one girl of the eighth 
grades from each county in the state 
for a prize awarded to winners in the 
third statewide essay 
contest con- 


ducted by the Wisconsin Manufact- 
urers' association and sponsored by 
tho state department of public 
in- 


struction. 


Arrangements for the contest are 


in charge of a committee including 
John Callahan, state superintendent 
of public instruction: K. G. Doudna, 
secretary of the Wisconsin Teachers 
association: and George F. ICull, sec- 
retary of the Wisconsin Manufactur- 
ers association, formerly city editor 
of the Appleton Post. 


The title of this year's essay 
is 


From Producer 
to Consumer, 
ana 


REVAMP SCOUTS 


PATROL CONTEST 


IISK COMPANY PAID 


56 LOSSES LAST YEAR 


A balance of $9,797.07 was shown in 
10 annual 
report 
for 1925 of the 


'armors 
Home 
Mutual 
Insurance 


>mpa.ny 
of the Town 
of Ellington 


nd adjoining towns. Fifty six losers 
>taling ?14,373.56 were paid during 
ic year. 
H. C. Gartlin was reelected presi- 
int of. tho company, and all other of- 
^crs wore elected to 
succeed 'them- 


»lves with 
tho * exception of Sam 


.•hulls: w.ho will succeed B. Blount. as 
rector. 
The other officers are Ru- 


is Poole, secretary: Frank Reimer, 
-easurer, J. H^ 'Leppla. 
special ex- 


miner: and H."C. Gartlin. J. H. Lep- 
i-a. .Tames Wittlln, and Frank Reim- 
\ directors. 


Hard Time Party given by 


ioyal Order of Moose. Moose 
'einple, Thurs. Eve., Feb. 11. 
lembers and Friends. Night 
lawk Orchestra. 


Last Big Dance before Lent 


:iashuis, Kimberly, Wed. Piano 
iven away* Kansas City. Crch. 


"--'•. 
Banco 
at, Smalley's, 


' './.co'-l, T:--U-F , Feb. 11. Mu- 


by Hi- CoUvell'n Milwaukce- 


•.", You arc all welcome. 


Confusing Errors in Reporting 


Lead to Reorganization of 
Prize Competition 


A fresh start will be made in the 


inter-patrol 
contest 
of boy 
scout 


troops in the 
Valley 
council. Boj 


Scouts of America, according to P. O 
Keicher, scout executive. Errors, or 
changes in personnel, or reporting of 
non-regristered scouts, dropped and re.- 
instated, 
and 
confusion ,of 
names 


makes it impossible to figure individu- 
al or patrol points and averages in the 
contest, the executive pointed out. 


After a discussion 
with scoutmas- 


ters and troop committeemen, it iva 
decided to wipe the slate clean and 
begin over again. In February- scout- 
masters and assistants will check over 
their troops and patrols to make sure 
that all eligible 
boys are registered 


and that dropped scouts are reported 
so that the office 
records ^ may 
be 


cleared. The scout headquarters will 
prepare new report blanks, and then 
the contest will run through 13 con- 
secutive meetings. 


Prizes of $50 in scout equipment 


will be awarded to the patrols scoring 
the largest number of points. Points 
will be credited on the basis of at- 
tendance of troop meetings, appear- 
ing in uniform, 
church attendance 


regrular paying of dues, passing of 
tests and inspection. 


LITTLE CHUTE MAYOR 


WELL PAID OFFICIAL 


"Little Chute is one of "the eight 


Wisconsin villages that pay their vil- 
lage presidents more than $100 a yeai 
and Combined Locks and New Hoi- 
stein are among tho nine others who 
pay as much as $100 a year, accord- 
ing to a report compiled by the Munir 
clpal Information bureau of the State 
University Extension 
division. The 


president of Little 
Chute 
receives 


$150. 
In 48 of the hamlets in Wis- 


consin 
the . village head receives $1 


a month, and eix of the villages pay 
their 
presidents only 
50 cents 
a 


month. 


andas a 


Preventive 


Take1 


Laxative 


Brom 
Quinine* 


tablets 


A Safe and Proven Remedy 


The First and Original 
Cold and Grip Tablet 


Proven Safe for more than 
a Quarter of a Century. 


The box bears this signature 


Price 30c. 


awards 
will 
be 
given 
to 
1 


eighth grade boys and girls. 
Kver\ 


public, private, and parochial schob 
is eligible for this competition, which 
will be similar to the essay contest.5 
held in 1923 and 1925. T<ast year more 
than 8,000 boys and girls in 67 coun- 
ties competed. 


The rules 
governing tho 
contest 


are: 


Essays must be 
written, 
legiblj 


typewritten if possible, on only one 
aide of the paper. 


Xo essay exceeding SCO words wil 


be accepted. 


Contestants are 
requested not 
tc 


roll their manuscripts. 


X6 name or mark of 
identificatioi 


should appear on the essay 
cxcep 


that at the to.p of Ihe first page writs 
the word "boy" or "girl" as the c 
may be. The author's name, address 
and county .should be placed in 
i 


plain envelope, sealed and attache 
to the essay. 
These 
envelopes wil 


not be opened until after the judge* 
have made their a\vavds. 


All essays must be in the hands o 


county superintendents of schools ho 
later than Hay I. 


Prize winners will 
be 
announced 


not later than July 1. 


Xo manuscript will be returned anc 


tho right is reserved to publish anj 
prize winning essay. 


Letters of inquiry relative to 
tin 


contest should be addressed to Georg< 
F. Kull. 702 First Central-bldg, Mad 
ison.' Wis. 


Before you go skat-' 


ing, let us sharpen your, 
skates for you. 


•FRANKSTOEGBAUER- 


SHOE RKI'AIK SHOP 


330 W. C'ollcge-Avr. 


RUN ANOTHER BUS FOR 


ROOSEVELT CHILDREN 


A second bus 
probably will 
be 


operated next week by the O. I^und- 
quist Bus company to the Roosevel 
school, 
according to A. H. Ooster- 


hous, principal of Roosevelt school 
During the winter months one bus- 
has not been 
sufficient to comfort 


ably transport all of the children to 
and from school, 
KO Mr. L-undquis 


will try running two. 
If the traffic 


does not justify the additional, tin 
new bus will bo removed from tha 
section of town. 


ITO-NIGHT 


TOMORROW 


ALTRJGHT 


Be Well 


And Happy 


—and you hare Nature'* 
creatett gift. Nature's 
, 
Remedy ((ATablet*) a 


, vegauble laxative, tones 
the organt and relieves 


Constipation, 
Biliousness, 


Sick Headaches. 


renewing that vigor and good (eel* 
ing to necessary to being well and 


PPT* 
,<3- ^ UteJforOotr 


Cat a We. 
f 
- 
3O Ymar* 


V>Vr.^l* 
l^ssft 


Chips off the Old Block 


ffi JUNIORS— LlttfeHts 


The same fflf — In one-third doses, 


candy-coated. For children and adults. 
§••. Sold By Your Druggist 
umt 


DRUG STORE 


The f^ew SMorrison, when completed, 
vill be the largest and tallest hotel in 
the wrld, containing 3,400 rooms 


When in 


Chicago 


Stop at the 


MORRISON 


HOTEL 


Tallest in the WorM 


46 Stories High 


Closest in the city to offices, 


theatres, stores and rail- 


road depots 


Rooms $2.50 up 
all outside, each with 
bath, running ice water 


and Servidor 


Garage privileges for every guest 


TME KOTRL Ot* P C f l ^ K C T 


'•<*'&• 


C U A W K «..<} MAO! 5 ON 


IN THCHIAAT CP CHICAGO 


PAVING PLANS 


FOR.CHERRY-ST 


ARE RETURNED 


» 


AT FISCHERS APPLF.TOX WED- 


NESDAY AND THURSDAY. 


SEEK MORE TEACHERS 


IN INDIAN SERVICE 


Civil service examinations for teach- 


ers to fill vacancies 
in the 
Indian 


service will be held again this spring 
as applicants were not secured in the 
number desired in previous examina- 
tions held recently in Appleton and 
other cities throughout the country. 
Positions are open 
for 
element-iry 


teachers for grades one to six. Junior 
high school teachers for grades seven 
to nine, and senior high school teach- 
ers for grades ten to twelve. Receipt 
of applications will close March 17. 
The date for the assembling of com- 
petitors will be stated on the admis- 
sion cards sent applicants after the 
close of the receipt of applications. 


Persons interested in these or other 


examinations should apply to Herman 
J. Franck. secretary 
of the 
United 


States Civil Service board at the post- 
office, for detailed information 
and 


application blanks. 


plans except that the state highway 
officials insisted upon provision of 
18-inch shoulders. 
The city officers 


had not regarded this as important 
inasmuch as tho .street will be a two- 
way traffic route, with each drive- 
way of the boulevard 18 feot 
wide. 


This, it was felt, would glvp. vehicles 
ample space in which to pass each 
other from the rear. Street curbs will 
not bo constructed this year but will 
be left until the abutting property is 
improved. 
When tho time comes to 


lay sewers, they will be laid under the 


City Council Will Meet Wed- 


nesday Night to Advertise 
for Contractors Bids 


Plans for the paving of S. Cherry- 


si boulevard, prepared by Robert Si. 
Connelly, city rnginet?r, have been re- 
turned by tho slate highway commis- 
sion which had been examining them 
for the last few weeks, and now the 
adjourned meeting of 
the 
common 


council will lie held on Wednesday 
evening as scheduled. 


The board of nklermen had 
been 


waiting for tho pl;ms for some time. 
It was the only thing that delayed 
the advertising for contractors' bids. 
At the last meeting it was thought 
unwise to wait until the next regular 
meeting, but in anticipation of the 
arrival of the paving plans tho alder- 
men adjourned to Wednesday. Feb. 
10. If the plans didn't arrive tho city 
v.'ould have adjourned 
the meeting 


again, and a meeting would have been 
called when tho plans did arrive. 
• No changes have been made in the 
Sure Relief 
FOR INDIGESTION 


6 BELL-ANS 
Hot water 
Sure Relief 


EL LANS 


25t and 75« Packages 


The Lost Deed 


"I've learned my lesson," said one of our 
depositors. 
"You people have been urging me to get 
a safe deposit box for some time and I 
never did. 
"Recently I had occasion to look for a 
deed to some small property. I couldn't 
find it. 
"By the time I got the new deed I had 
spent the equivalent or five year's Safe 
Deposit Rental." 
Boxes from $2.00 a year up. 


Citizens National Bank 


Appleton, Wis. 


Mixing Bowls 


OF EARTHENWARE 


Assorted Sizes 


lOc to 60c 


A Large Selection 
to Choose From 


APPLETON HDWE. CO. 


Phone 1897 
425 W. College Ave. 


AT MANUFACTURER PRICES 


BUY DIRECT 


FROM MANUFACTURER 


A. CARSTENSEN 


MFG. FURRIER 


112 S. Morrison St. 
Phone 979 


HARWOOD 


BETTER PICTURES 


side boulevard, thus making it un- 
necessary to tear up the center boule- 
vard. 


Wrapping Uvino, is made from thn 


pulp of pine trees by a southern paper 
company. 


HEAR 


World Famous Lawyer 


at 


awren 


Memorial 


TICKET'S $1.00 — BELLING'S DRUG STORE 


CtuwqedInNot Way- 
Except In Price/ 


In the accomplishment of the new electrifying 
lower price of Chrysler "58" there has been 
absolutely no change in performance, quality* 
comfort, style, design, materials or workman* 
ship in the body or chassis which won such 
widespread preference and admiration. Today 
more unmistakably than ever Chrysler "58" 
is the utmost value in its price class. Such 
figures as thes'e are bevond comparison: 


Touring Car - - $845 
Club Coupe - - $895 


Roadster Special 
890 
Coach - - - - 
935 


Sedan 
- - - - $995 


All prices F. O. B. Detroit, subject to current Federal excise tax 


CHRYSLER 58 
ST. JOHN MOTOR CAR CO. 


On Display in Our Salesroom 


742-744 W. College Ave. 


E. J. SCHROEDER 


Service Garage, Greenville, Wis. 


Chrysler Flat Kate Guaranteed Service 


APPLETON, WISCONSIN — 
Phone 467 


Associate 
ARTHUR F. RUBBER! 


Dealers 
Service Garage, Stepheniville, Wife 
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APPLETON POST-CRESCENT 


voi;. )_;. _ NO. •. 
Ji:;._ 


M.'iJUSHKn DAILY EXCEPT SUNDAY, BY THE 


POST PUBLISHING COMPANY, 


APPLETON WIfi. 


KNTKlrKO AT THE POSTOFFIOK AT APPLE- 


TON, wis.. AS SECOND CLASS MATTER 


.V.)] IN 1C. KI.?XE 
President 


A. I',. Tl'RNI.t'LL 
Secretary-Treasurer 


I I . I-. \'-\\ IS 
Business Manager 


SUBSCRIPTION RATES 


THi: APPLETON POST CItKSCENT is delivered 


dy carrier to city and suburban subscribers for 
litte^n cent"? a week, or $7.50 a year in advance. By 
mail, one month 6.">c, three months ?1.50, six months 
$2.f.O. one y.-ir $4.10 in advance. 


and down and out. 
Everybody laughed 


;it the purchase, particularly those who 
prided themselves on {heir knowledge of 
railroading and railroad finance. 


Ji was obvious in a short time that .Mr. 


Ford was going to make u success of the 
venture, 
lie very soon turned red iigures 


into black and 
eommeneed to show a 


profit and the automobile magnate was 
merely 
deluding 
himself. 
Time 
has 


proved the rail experts were in error. Mr. 
Ford knew what he was about when he 
took over the Detroit. Toledo and Ironton. 


FOREIGN A71VKP.TI.SINi.; REPRESENTATIVES ] 


WEAVER. STEWART ^CO.. 
INC. 


MPlrnpobtan Tower 
London Guarantee Bldg. 


New York City, X. Y. 
Chicago. 111. 


MKMBKKS OF THE ASSOCIATED PRESS 


T!io A. P. is exc-lusively entitled to the use of re- 


puhlication of all news credited to it or not other- 
vise credited in this paper and also the local news 
published herein. 


Circulation Guaranteed 


Audit Bureau of Circulation 


THE POST-CRESCENT'S PROGRAM 


FOR A GREATER APPLETON 


City Manager Form of Government. 
Greater Representation for Appleton ^on 


County Board. 


A systematic plan of Park and Playground 


extensions and improvements. 


MAINTAINING LAKE LEVELS 
The Chicago Tribune want* an "vm- 


jiiv.judieed 
authoritative investigation'" 


of lake levels. 
It wants it conducted by 


;i commission under Secretary Hoover or 
cm* appointed by President Coolidge. 
U 


<i!>jccl>, 10 an investigation by the Avar de- 
partment upon 'the ground that the army 
"iigiiieiTs are prejudiced in favor of the 
contention of the lake states that the 
(,'hicag-o drainage canal is largely respon- 
sible for the lowered levels. 
Because the 


army engineer.- are interested in main- 
taining navigation requirement^ does not 
seem to lie a reason why they would be 
disqualified to make -uch an investigation. 
unless we a<Mime that the conservation 
of navigation is not of national concern. 


The Tribune wants Mr. Hoover to con- 


duct an inquiry because the secretary of 
commerce has expressed himself favor- 
able to the lakes-to-the-gulf 
enterprise. 


3Ir. C'oolidge ha< made some statements 
that might be con-trued in the same light, 
so it probably feels that Chicago has a 
friend to start with in either. 
The lake 


states could enter a more forceful objec- 
tion to the Tribune's proposal than it of- 
fers to the army engineers, on the ground 
that what it is seeking is a political rather 
than an engineering' verdict. 
v 


The Tribune says there are engineers 


who attribute but one-sixth of the lower- 
ing of lake levels in the last twenty-five 
years to the drainage canal. Even that is 
a substantial figure in inches, and it 
'jomep from special interest authorities. 
There are other engineers who hold «i d i f - 
ferent view, more unfavorable to the ca- 
nal. 
If it is true that the watersheds of 


t h e hikes primarily affected are replenish- 
insr them less and less each year, does it 
not follow 
that 
the constant flow of 


I n . I H K I cubic feet per second out of Lake 
[Michigan 
has - a more serious effect on 


•this 
reduced 
inflow? 
(Vrainly a dim- 


inution 
of 
the replenishing flow is ac- 


i-i-ntuatcd by artificial withdrawal. 
It is 


;ib-urd to claim that, the Chicago water 
t h e f t does not affect the lake levels. 
A 


simple mathematical calculation proves 
t h a t it does. 
Chicago wants the diver- 


sioii 
legalized regardless of its conse- 


quences 10 lake navigation. Even though 
1he lakes-to-the-gulf project, were com- 
mercially desirable, the traffic carried and 
economic benefits would be negligible in 
comparison to commerce on the Great 
3-akcs and the economic service they per- 
form. 


The impairment of lake levels causes 


more damage, actual and potential, than 
:ill of the benefits that 
Avould accrue 


through the lake.s-to-the-gulf waterway. 
The worst thing thai could happen»svould 
he io throw the lake level issue into the 
political pot and have it determined by 
politicians. 
In the first place there arc- 


legal rights for the lake states to protect, 
which politicians could easily disregard, 
and in the second place, it i- an engineer- 
ing question that should be approached 
solely by men who understand and ap- 
preciate the national importance of lake 
navigation. 


HENRY FORD, BUSINESS GENIUS 


It is reported that the Detroit. Toledo 


and Ironton railroad, under the- ownership 
and direction of Henry Ford, who acquir- 
ed it a number of years ago, earned nearly 
half the, pureha.se price in the year 19<J5. 
After meeting all charges of every kind. 
XV.(.(Mi.01(0 y.-as added to Ihe surplus. 
AVIien .Mr. Ford took over this railroad it 
had an uninterrupted history for years 
uuuk of rtvoivt-rships. 
Jt \vas run down 


Health Talks 


HI WILLIAM BRADY. M. I>. 
.Noted Physician And Author 


Dr. Brady will answer all signed letters per- 


taining to health. 
Writer's nam«B are never 


printed. Only inquiries of general interest are 
«r,»wered In this column, but all letitRrs will bo 
answered by mail if written in ink and a stamped 
self-addressed envelope is enclosed. Requests for 
diagnosis or treatment of individual caseo cannot 
be considered. Address Dr. William Brady, in 
care of this paper. 


JACK AXirMOLLY CODDLE 


T was saying yesterday us wo went to press, that 


SEEN, HEARD 


and 


IMAGINED 


•—that* alt 


there is 
to life 


Home open, minds should be closed 


ami No has given the railroad world an 
.even Dr. Osier in his late years was fond of at- 


impressive demonstration of how to put a 
bankrupt property on its feet and make it 
pay. 


It cannot be thai there is anvlhin«i' 
drafts" and"chilly atmosphere contributed toward 
pneumonia, bronchitis and other respiratory 
infec- 


tions. Many old fashioned 
doctors 
still 
harbor 


. 


tributing his frequent attacks of the cri to a cold 
lecture '«-oom or a 
ride In the country on a cold 


raw clay, for the great teacher had the habit of 
coddling himself 
quite shamelessly. 
He believed. 


with most good doctors of his day, that dampness, 


Cor repairs. 


If only a •we'ek 


The Question Box 


General Robert E. l>e said: "The 


thorough education of people is the 
most efficacious means of promoting 
the prosperity of the Nation." These 
words of the distinguished Southern 
General arc nonp the less true now 
than when 
ho , spoke 
them. 
Our 


Washington Information 
Bureau is 


one of the greatest agencies for the 
distribution of free information and 
educational data in the world. 
Its 


services 
arc free to readers of this 


paper. All you need to do is to send 
in your query together with two cents 
in stamps for return postage. Adress 


of dieting would | The Appleton-Post Crescent Informa- 


tion 
Bureau, Frederic J. 


Director,, Washington, D. C. 


Haskin, 


super-natural about Mr. Ford's business 


make you as lean as you feel inside. 


It Is better to be broke and out of 
p 
• 


a job at 25 than never 
to have 
at-1 
Q- Where does the g-uava grow and 


i tended college at all. 
how is it eaten? O.| I.-. H. 


A. The 
guava grows in" tropical 


powers. Doubtless to him his methods are 
some such belief, though it is no longer avowed 


| 
-o- 


I 
There is this to be' said 
for 
f he 


as simple as A B C. One thing he does is 
to 
f cruet 
a hundred and one rules our 


manufacturers and railroad executives re- 
gard as time-honored necessities, to for- 
get hide-bound traditions and practices 
nnd drive straight to the core. 
There are 


a Thousand executives in railroading and 
everv other business that are tied hand 


in scientific medical literature. 


Men no\v coddle themselves more than women do. 


There are two ways in which one may coddle him- 
self. namely, by overheated dwelling, 
conveyance 


or shop, and by excessive 
clothing. 
The present 


fashion prescribes less coddling with clothing than 
formerly, at least for women, and even the lightly 
dad women seem less sensitive to cold than most 
of the heavily clad men are. It Is prabably by 
reason of this comparative nonsensltiveness to colil 
that women are not so given to coddling themselves 
with overheated air as men are. 


There's a good reason why •nl9men are less sen 


newspaper man walking 
.to Florida. 


America, Mexico and the West Indies 
and as there are over 100 species, the 


He'll be in better shape to make the fruit varies considerably as to color 


and shape. Propagatic-n is nearly al- 
ways by seed but some 
vegetative 


- 
» 
c 
j 
- 
j 
i 
-t j 
-i 
• 
-i 
I 
rnere s a eoou reason \vnv wwiuen are it\->> .^>-" 
. 
and foot with red tape, and preconceived !sj™n^fe°rate cold, why'they are likely to feel ^- 


return trip than a lot of 'em. 


— o— 


What 
the 
average 
congressman 


needs is a self-starting 
conscience, 


I and one that doesn't 
have 
to 
be 


cranked up by his constitutents. 


| 
— 0 - 


| 
You have noticed of course 
that 


j those who 
oppose kissing on sani- 


! tary grounds do not appear to have 


] any better health than sensible pco- 


is generally 
used to 


desirable varieties as 


per- 
the 


The Country's Finest Fabrics 
and Tailoring Make Up These 


* 


Selected Suits 


$12.50 
$15.00 
$17.50 


ideas and difficulties that simpler minds 
throw aside in a moment. 
There is an 


immense amount of wasted effort, dupli- 
cation, inertia and lack of vision. In all 
of the elements that distinguish success 
from failure. Mr. Ford excels. 


AVithoui a doubt he could take over the 


or comfortable in a room which a man con- 


siders too chilly. The reason is that the body of a 


j woman is better insulated than the body of a man 
is: the woman has a blanket of subcutaneous tat 
covering every round inch of her anatomy, where- 


1 as every square inch of the man's hotly is virtually 


i exposed to the cold, unless he wears a wool union 
suit or some such insulation. 


It is this additional padding of subcutaneous fat 


that gives the 
feminine form its rounded, 
soft. 


! 
An old colored man attended a mo- 


: vie for the first time. AVhen be came 


t out he was asked: 
! 
"Well, uncle, did you enjoy 
the 


picture?" 


"Oh, 
yes." 
he replied, 
"the 
picture 


was all right, but the piano made so 


i much noise I 
they said." 


couldn't hear a word 


affairs of almost anv corporation in the 
! Pleasing appearance compared with the .-insular i 
Some 
flappors 
arc so 
Up.to.dato 


i masculine figure. Some women are but poorly pad-, ,, 
... 
. 
, ., 
o,, „ , 
„_.. 


country, increase its profits, lower the 
'^oci and other things being equal these arc apt to 


price of its products and leave his com- >» 
e hypersensitive to the cold. 


i 
A great manv individuals who are well enough 
petitors in the distance. lie could take a 
•„,. (on weii padded or insulated with this blanket 


state so\ eminent like that of Wisconsin. 'of fat ;ire nevertheless hypersensitive to cold, both 


men ana' women, but young women mainly. They 


put it on a business basis over night, and 
romplain that they can't keep warm when others 


run it for about hal f what it COsts the tax- 
' fmcl the conditions quite comfortable. Not invariably 
' but in many instances, these young women are sub- 


payers and give them tar more lor their 
jpct to hypothyroidism, 
deficient 
thyroid 
eland 


He has sot a "Teat example to 
'function, and in many rases they show a slight <MI- 
e 
' 
largement of the thyroid gland, that Is, a simple 
money. 
America in efficiency, progress'iveness. so- 
cial improvement and business genius. A 
few have profited by the example, bul 
nfore have not. 
There is still plenty of 


the sour grape attitude toward Mr. For*!. 
It would be bettor otherwise. 


, goiter. Besides being unduly sensitive to cold they 
are likely to suffer from frostbite on slight exposure 


1 Th»:- are abnormally sleepy, hitting the hay long 
hours at night and readily dropping off asleep in 
the daytime. They generally accumulate a mndor- 
nrr surplus weight ,in their late 'teens. They like to 
'pile on phenomenal amounts of clothing by day and 
^leep und'er a crushing weight of covers at night. 


; What they need is just a wee bit of iodin—a prnp- 
| er ration of^this indispensable food. 
If they get 


their iodin they presently become normal In all 


i "-esperts. Presently in this instance means in 
n 


'year or so. I forgot to mention that besides the 
! tendency to excessive deposits of fat in these young 


,, 
TJ 
• 
i - 
i 
i T^ 
-i 
/-.i i 
j women with hypothyroidism, 
and 
the 
oversensl- 
from Russia, his native land. Feodor thai- 
!Mvonf>KR ,„ cold. there is generally nn 
associated 


CHALIAPIN CONSIDERS POLITICS 
Explaining away the criticisms direct- 


ed against him for remaining Ion:; away 


iapin makes this statement, one that i«- 
•\vonhy of adoption as a personal, political 
creed hy everyone: 
"L share in the 


•wish that everyone in Ru.vsia or elsewhere 
attain his ideal in government, in politics 
a.nd in 
economic life. 
I have nothing 


against any individual owning a palace or 
a dairy farm, or havintr pudding at every 
in en I. But. ofcour.se. I cannot undertake 
to l>rin;r about this condition. 
T don't 


know how. nor am I interested in know- 
ing. 
Then-fore, in questions of that na- 


ture 1 am neither for nor against things." 


A man who holds such a conviction is 


not a socialist, a holshevik. a nihilist, hut 
a proponent of individualism. 
Commun- 


ism, like every radical effort, strikes dmvn 
liberty and initiative, and acts hy rn!'1'- 
and hy tlu1 might of absolutism. 
Kvcry 


- radical form is an extreme, nnd every ex- 


treme is radical. 


It is perhaps signiii'-ani t h a t t h e Rus- 


sian soviet felt that before it could en- 
throne communism and rlr-siroy individu- 
alism it had to abolish religion. 
There- 


fore, its first attack was upon the church. 
Communism is the direct antithesis of tin- 
teachings of Christ and 
of the 
Avhole 


philosophy of the Bible. 
Republicanism 


and individualism are directly founded on 
religious principles. 
They must depend 


for their perpetuity upon their keeping 
within the doctrines of Christ. 
More- 


over, all of the evils which grow np in 
this system may. and must, he solved in 


ibrndycardia (brady, T blush to say, meaning slow, 
'and cardia meaning heart), probably a body tempei- 
nture a speck helow the normal, and usually a rath- 
er pasty, pale or sallow complexion. 


They're nice girls, once the iodin ration is 
pro- 


vided for, and the only thing T have against them 
is the way they interfere with the regulation of. the 


< household temperature. 


(H'ESTIONS AND ANSWERS 


Peristalsis 


Two glasses of milk taken upon an empty .stom- 


ach invariably act upon me as a thorough, pleas- 
' s i n t . nongrlping physic, almost as promptly as ep- 


, Mini salts. T wonder if this indicates any unusual 


j condition'.' (IT. T. 
O.) 


Answer—A largo drink r,f any cold liquid stim- 


ulates the secretion of gastric juice and peristaltic 
Uwavelike) movements of the stomach and intestine. 
' I n -some indi\iduals this reaction is move marked 
j t h a n in others, it is not abimral. Perhaps if the 
! milk were warmed' or if it were taken very slowly, 
Dipped, the peristaltic reaction would be insufficient 
' t o produce defecation. 


(Copyright John F. Dillc Co.) 


LOOKING BACKWARD 


they will not read the Old Testament. 


' 
Most of us worry so much about the 


j cost of living we 
forget 
what it is 


i worth. 


I 
— o— 


Sign on a bank: "Even the squir- 


rels provide for winter." 


And the flapper remarks: "Yes, and 


the poor nuts suffer for it!" 


"Pardon me. did you drop a hand- 


kerchief during the dance?" 


"Oh! I'm sfl embarrassed — that's 


my dress." 


—o— 


There's one hick in Appleton so 


dumb that he thinks Panatella is an 
! unmentionable part 
of 
a flapper's 


• wardrobe. 
| 
Qt'ITE DIFFERENT 


j 
It is estimated that one out of ev- 


! cry 100 persons in "Washington is a 
| bootlegger. Quite different is the situ- 
! ation in one of the Canadian border 


, towns whore it is estimated that one 
out of every hundred persons is not 


1 a bootlegger. 


Citizens arc; people who are asked 


to vote bonds to build' school build- 
ings but not asked where they want 
t he buildings erected. 


—o— 


About the quickest way to deckle 


who*, hor people should be divorced 
is to try living with them a while. 


—o— 


A Pacific coast hotel, popular with 


traveling salesmen, sent this wire: 


"Applebaum & (ioldblntt, New York 


City. Your salesman, Sam Goldstein. 


j died here today. What shall wo do?" 
| 
The hotel manager received the fol- 


! lowing reply: 


i 
"Search his pockets for orders." 
i 
, 
—o— 


i 
The long green finds few men col- 


or blind'. 


—o— 


Many a rube 
who goes 
to Xew 


York for the"~"flrst time in his life to 
! see tho sights promptly becomes one 
of them. 


method 
petuate 
plants do not run true to seed. 
As 


a food it is used raw with cream and 
sugar and also made into short cakes 
and pies, but its most common use is 
for jam. jelly, cheese, and syrup. 


Q. What does T. X. T. stand for? G. 


P. S. 


A. "TXT" 
is an abbreviation for 


"trinitrotoluene" or trinitrotoluol." 


Q. How did the White House receive 


its name? X. S. 


A. Following the attack upon the 


Executive mansion in 1814, it 
was 


painted white to obliterate the dam- 
age done by fire. In popular parlance 
it was soon called by its now familiar 
name, 
although 
Officially 
it 
was 


known as the executive mansion until 
Thedore Roosevelt put the stamp of 
his approval on the name "The White 
House." 


Q. Who oversees national banks? L. 


T. 


A. The national banks are under the 


supervision of the comptroller of cur- 
rency and are examined periodically 
by national bank examiners who are 
appointed by the comptroller of cur- 
rency. 


Q. Where was El Dorado? IV O. 
A. Kl Dorado is Spanish and means 


the gilded. This was a fabulous city 
of great wealth which during the 16th. 
17th, 
nnd part of the 18th centuries,: 


was supposed to exist somewhere in] 
the northern part of South America. 
Beginning with 1532 numbers of ex- 
pedition were sent out in .search of 
this city. 
The 
conquest of 
New 


Granada resulted from the quest. 


Q. What is the weight of the largest 


tooth ever found? K. E. M. 


A. The Smithsonian institution says 


the largest tooth of any animal that 
has been found so far is that of the 
mammoth. Teeth found in fairly good 
condition or in other words those that 
have not decomposed to any great 
extent 
weigh 
approximately 
Ifi 


pounds. 


Q. Whnt kind of wood is rosewood? 


R. H. .T. 


A. Rosewood is the common name 


nf tho wood of several trees valued 
for beauty and used for ornamental 
furniture. 
The 
principal species 
IP 


thought to be, a Brazilian 
Mimosa. 


When being .sawed or cut it yields an 
agreeable smell of roses, hence 1,1s 
mime. 


Q. Has chimney soot any value as a 


fertilizer? A. J. O. 


A. It has some value. 
Tt contains 


Price 
Afl/2 


and Less 


$20.50 
$22.50 
$25.00 


They are taken from 
our regular line of good 
clothing. Hirshwickwire, 
Campus Togs and suits 
otthat kind. Although 
the styles are not the 
newest they are desire- 
able and still worn. 


TWO FLOORS OF GOOD THINGS TO WEAK 


1.05 per 
cent phosphoric acid, 
.35 


potash, no nitrogen. 


Q. Was the "Daiibury Xews Man?" 


S. J. 


A. .Tames Montgomery Bailey, who 


founded the "Danbury. Conn.. News in 
1S70. for which he wrote humorous 
sketches of commonplace hnppenings. 


Q. AVhnt states produce the most 


hay? J. F. 


A. In 1024 the 
thr^ee leading hay 


states were Xew York. Wisconsin, nnd 
Town. 
Xew York was first with n 


little more than .seven million tons. 


Adventures In The Library 


By ARNOLD MULDER 


THE CHARACTER THAT TrRXED 


INTO ITS AIT1IOR 


Perhaps the strangest fate that ever 


overtook a great author was to be 
called upon to play the role of his 
greatest character almost as soon as 
his book was off the press. This was 
the experience of 
JTomaino 
Holland 


and the character fate forced him to 
Impersonate was Jean Cbristnphe. 


It 
had 
taken 
Holland about ten 


years to write this monumental 
nov- 


el -which finally, in its completed form 
in ten volumes, appeared in ]!H2. 
It 


gave him a world reputation nnd it 
put him at the hend of liberals the 
world over who sought to cMabltah the 
spirit of 
internationalism 
as 
over 


against the spirit of nationalism. 


Jean Christophc, the character. i« 


a citizen of Kuropp as distinguished 
from a citizen of Franco or of Ger- 
many or of Italy. 
The book is the 


story of the passage through life of a 
great musician who is born n Her- 
man, who leaves his native land and 
becomes n citizen and great admirer 
of France, who later in life goes to 
Italy and completes there his educa- 
tion and the cycle of his internrttion.il 
sympathies so Unit he is at the end 
genuinely a citizen of Europe instead 
of a citizen of any single country. 


AGAINST MASS SPIRIT 


And throughout the very long novel 


Jenn Christo-phe and his friend 
Oli- 


ier, a highly sophisticated and clear 


2o YEARS AfiO 


•\VwliM>s«ii.v, Feb. n. 1901 


The iiinrnage of Miss Lnvoic Kvelvn Il.arwood' to 


f'.eorg': 1"). Pcerenboom was solemnized by Father 
Fitzinaurice at St. Mary parsonage Thursday noon. 


About 10 members of the local sknt club attended 


;he tournament at H'-idel hall :it Kauknuna last 
night. ^Prizes were won by Judg" 
Moeskes 
and 


Matt Held. 


Kormer Senator T. T). 'Weeks, a prominent 
law- 


yer of Whitewater, died Feb. 11. lie was one of the 
early students at I.avvrenci; university graduating 
:n U58. 


The itaresfoot Dramatic club of the University 


of Wisconsin presented the 
picturesque 
colonial 


drama, "A Colonial Girl," in the opera, house last 
night. In the cast were Walter T'r\e, Miss Jennie 
Butt and Miss T.,aura Case. 


Appleton Court Xo. 1"., Catholic Order of For- 


esters at a meeting last night 
decided to\ move 


their lodge quarters from Columbia hall to 
more 


Three of a Kind—With But a Single Thought 


headed Frenchman, place themselv 
in opposition toJflu: mass spirit. Th( 
recall the day.s of ISTn when Fran 
and Germany sprang at each othei 
throats and when 
mass 
.susgestit 


and mob hystcnn caused even 
tl 


best minds of the two great natioi 
to indulge in the blind hate that ma 
action induces. 


The book is in lar«e part a protd 


again.st such blind, furies and a 
eji 


upon all "citizens of Europe" to 3 
themselves against such narrow 
n 


tionalisni and to form a genuine i-i 


a 
preventk 


of a war 1> 


zenship of Europe as 
again.st the recurrence 


leased the third floor of the 
ns block on College. 


confornrance wii.li the precepts of Chris- 
[spacious rooms down town, and for this purpose 


iianity. Feodor Chaliapin has the Chris- 
tian, individualistic viewpoint, but may 
Contracts for the main building of the new plan- 


not know rb 
Ninety-nine out of one lain- 
mg^mjll^nd'^voodworking^ plant of_the^ Standard 


dred persons in the United States, and 
probably throughout the world, have it. 
j 
. 
. 
, 
I U i l l j J f l i l \ 
* f 
WUI1 J I t*4JI 
L I U ' 
I . .>! . ^J. ,'\ , 
I JUMXt'LUil 11 


OUT. 
f,0mc persist in trying to t h i n k coil- 
,eam of Oshkosh last night by a score of 33 to M. 


trary to their beliefs. 


Manufacturing Co. were let last night. The carpen- 
H-I' work was to be done by John Stoesser and the 
masonry by B. Koepke. 


Company f; won from the Y. M. C. A. basketball 


Women may have more sense than nun 
Wr 


10 YEARS AGO 
/ 
i 


Wednesday, Feb. 9, 191G 
j 


All of the rural mail carriers worked from an hour i 


don't know. A man might go around with his kiu-"-- nn,r a half 1f) ,^,-ee hours late in returning from 
showing if they were good looking kntf--. 
, h p j p rol]les yesterday on account of the poor roadsr 


Harry Sjlvcstcr left 
tonight for Chatanooga 


The waltz was a good dance, And while comg it where he was to meet some friends and then pro- 


\ou didn't have to wonder how you would get un- peed to Xew Orleans to report to the Pelicans, » 
tangled. 
i soutiicrn baseball team. 


' 
At the annual meeting of the stockholders of the 


Mr. Iiorah's attitude about our foreign iHationa Appleton lirewing nnd 
Malt Co., Xiclc Dohr 
w;ifl 


is that he seems to consider them all poor relations, [elected president and general manager and 
John 


Hang, secretary and treasurer. 


The old time music Is corning back. Only strange ] Ernest Kneger submitted to an operation at St. 


thing is it is coming back under its own names. 
j Elizabeth hospital this morning. 


1 
' 
i 
A large, crowd attended a dancing party 
given 


They want to revive the square dance, but, this j by the St. Thomas young 
men's society 
of 
St. 


movement on foot is almost too sensible to succeed. Mary church at Columbia hail last night. 


~ 
• 
Mrs. Peter UeOroat and Miss Ann Koesler enter- 


Most popular dance step now seems to be sitting j lained a number of friend's last night at a miscel- 


j ouf- 
! lanoous shower in honor of Miss T^ydia Tiiwrish. 


Mr«. flcorge Clark, .0,97 Walnut-Ht. entertained a 


]'.. I ' . KoopKo 


The new dances are good exf-rci.-ie. They seem to parly of friends at an informal bridge party at her 


Develop almost everything, except diM return. 
' home las-t • night. 


—— 
The Club of Twehc met w i l l ) Mi' 


Anything can happen. Jtiut it seldom d<j"^. 
[ji-Htcrday ,of 


tween European nations, which Hi 
land, loving all the nations, looked u 
on ;is civil war. 
Tt is the duty of 


liberals to oppose In time of war tl 
blind hatreds 1h.it sweep nations o 
their feet — that is tile 
the book. 
^ 


Cut hardly had tho boo]; Vjocn fii 


ished when the war broke out. invol 
ing the two nations particularly repr 
sen ted by .lean Chrislophu and Ulivic 
As Rolland had pglnted out 
in 
h 


novel, the .sense of patriotism, in tl 
nnrnmer nationalistic .sense 
liberals off their feet. 
Great poc 


in both franco and Germany 
t» arms. 
Scientists 
and 
professo 


and philosophers in 
both 
countri 


abandoned all their former ideas ai 
became ooks in the regimented m 
chinery of hnle. The 05 Herman pr 
fessors, many of \vhum had applau 
ed Romaine Holland in his fiction, no 
issued a manifesto in support of the 
two-by-four Kaiser and the 
form 


poets rind professors in France wl 
had applauded .le;in 
ChriHtophe 


theory-did the same thing in Franc 
Socialists abandoned 
their 
intern; 


lionaiism and liberals abandoned the 
liberalism—-all danced to the music 
the hymn of hate. 


ABANDONED FRANCE 


It would luive been easy for 
Tl 


ninine Rolland to join the chorus al 
c.a_s 
ft in his lot with Franco. Tt \vbu 


have meant honor nnd :< reputatif 
for patriotism, Rut he seems to bp 
rensonahly honest man and he fe 
that tf> 
vbc a "citizen of Europe'' 


fiction when it is safe to be thhat ai 
then become a 
narrow 
national! 


when it is no longer safe to champio 
the causo of Europe was shabby. Tl 
character he had created came to li 
nnd turned into 
Romaine 
Rollan 


himself. 


He had to abandon .Frnnce hecaus 


no one could live there, who believe 
that there were good people in Ge 
many as well as 
in 
France. F< 


four years ho lived in exile in. Swit 
erland pleading with the liberals i 
all countries to stnnd by their convi 
lions nnd suffer for them if nece«sar; 
meanwhile giving hjs services to tl 
Red Cross tr> help mitigate the su 
ferings of people from all countries 


He cnlled on Haupmann and th 


Germans to show the world they wei 
the sons of Goethe nnd not of Attlli 
and he called on Vorhaeren. the Be 
glan to be n tru<- liberal. 
Tt did r 


Rood, but Rolland 
himself at 
leaf 


lived up to the character he had ere 
ated. 


Just A Moment 


An inn sign painted on Ihe blade 


bone of a whale is bne of the euriosi 
ties of Ilaughton, Suffolk. 


Xatives of 
New Ouina 
use 
net 


spiui by large spiders to catch 
fis 


weighing as much as one pound. 


Twelve states still allow childre 


under It! 
to11 work 
mor» than 


Hours ;>. day. 


'SPAPERflRCHIl 


\ 
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C. E. Club 


Makes Plan 


For Parties 


Members of the Christian Endeavor 


society of the Congregational church 
were entertained at a Valentino party 
after the regular monthly 
business 


meeting Tuesday night. The meeting 
was held at the home of Mrs. A. P. 
Anderson, 224 E. Washington-st, witn 
Miss Nanna Johnston as hostess. .Val- 
entine games and puzzles provided 
entertainment and a lunch in keeping 
with the day was served. 


Plans for several social and busi- 


ness meetings for February were dis- 
cussed 
ior Christian 


. It was decided that the Sen 
iristian Endeavor society havi 


a slelghride party on AVednesday, Feb. 
17. Ramona Fox was appointed chair- 
man of arrangements. 
The society 


will hold a sandwich sale next y Friday, 
Feb. 19. Jessie Small is chairman of 
the committee in charge. 


,Final preparations for the Valentine 


party to be given by the junior so- 
ciety and all members of the 
junior 


and intermediate departments of the 
Sunday school will be invited to the 
party. 
Horace Davis, Jr., president 


of 
the 
j6nior society, and Junior 


Hackbert are in charge of the party. 


Installation of officers of the senior 


society will take place Sunday, 
program of special music has been 
arranged. 
A 
committee of 


composed of Nanna Johnston, 


three, 
chair- 


man, Mary Stevens and Jessie Small 
was appointed Tuesday evening to se- 
lect furniture for the Christian En- 
deavor room at the church. 
ST. MATTHEW 


YOUNG PEOPLE 


ENJOY 
PARTY 


Young Peoples society of St. Mat- 


thew church held a Valentine .social 


LETTKR FROM 
MKL.VIL1JS SAK- 


TORIS TO IJSSUE PRJESCOTT 
I had forgotten, dear lady, that to- 


day there is practically no place in 
which to hide one's self away from 
alt the world. 
When I wrote you that letter- 


that foolishly revealing letter—I was 
sailing toward the Panama Canal, on 
the Atlantic ocean; and 
I expected 


that soon I would be on the Pacific 
ocean. I certainly did not expect 1 
would be where you could—if 
you 


would—write me. I£ I had, 1 never 
should have written you. 


Evidently you had not received It 


when you wired me, and that is as it 
should be. '~ 
• 
I decided to stop over for a 
lew 


hours in Los Angeles, when sornoone 
in the Canal Zone told me that my 
old friend Sergus Petroski was there 
-Sergus whom I had last seen 
ai 


the court of the czar in St. Peters/ 
burg, an attendant upon 
his royal 


majesty. 
v Sergus had dropped his title since 
Russia's great cataclysm, and 
like 


many others he is trying to make his 
Way in moving pictures over here in 
America. He has been working with 
more or less disappointment, 
until 


very lately, and now he has gotten a 
splendid opportunity with that 
fa- 


mous young actress Paula Pen-ier. 
When I dropped in at the harbor to 
buy supplies for my 
long trip, 
he 


seemed to think I could help him by 
staying- over and meeting the young 
\\ oman. 


Without knowing what I was get- 


ting in'..o, I became the guest of hon- 
or at i>erh'aps the most gorgeous party 


i I have ever attended. I confess, dear 
lady, that I was a little jealous of 
that party, as it was something more 
splendid and delightful than anything 
I have ever given myself—I. 
"who 


have always prided myself upon the 
unique magnificence of my own en- 
tertainments. 
"^ 


There, you see, I am already drop- 


WOMENS BOARD 


REELECTS ITS 


OLD OFFICERS 


Mrs. 
William 
(.'avert 
and Mrs. 


fcreorge Ashman were reelected presi- 
dent and vice president respectively of 
the Board of Deaconesses 
of 
the 


Congregational church at the meeting 
Tuesday afternoon at ytho 
church. 


Miss Helen Schmidt was elected sec- 
retary and treasurer and Mrs. \V. H. 
Eschner was elected assistant secre- 
tary. 


Communion committees for the year 


were appointed. The committees ana 
the dates in which they serve .ire: 
March 7, Mrs. Charles Emder, chair- 
man; Mrs. 
AVilham 
Steenis, Mrs. 


Frank Hammer and Mrs. II. E. 
Kretchman; 
April 
1, Mrs. 
A. 
A. 


AVettelgel. chirmau; Mrs. 
William 


Roudebush. 
Mrs. 
AA". II. 
Eschner, 


Mrs. C. C. Nelson and Mrs. 
Otto 


Thicssenbausen; May 2. Miss Sophie 
Schaefer. chairman; Mrs. A. 
Fahl- 


strom; Mrs. E. C. Schmidt, Mrs. T. 
W. Orbison and Mrs. William Cavert; 
July 11. Mrs. Katie Leith. chaii-man; 
Mrs. 
Frank 
Ijetts, 
Miss 
Helen 


Schmidt, Mrs. E." C. Humphrey and 
Mrs. P. T. Bixby. 


Mrs. Wilson Patterson was appoint- 


ed chairman of the committee for 
Sept. 5; and will be assisted by Mrs. 
A. 
II. 
AVickesberg, Mrs. Frank 


Zsefcaechner. Mrs. AV. I-\ Raney and 
! Mrs. Zeh; Nov. 7. Mrs. Amos Brown, 
chainnan; Mrs. Max Elias, Mrs. Hen-1 
ry Krause. Mrs. E. leaser and Mrs. 
| William Hart: Jan. 2, Mrs. Elmer 
1 Johnston, chairman; Mrs. Peter Lan- 
ser. Mrs. Van Ooyen and Mrs. A. A. 
! Fraser. 


CARD PARTIES 


Fifteen tables vero in play at the 


open card party Tuesday afternoon 
at the home of Mrs. K. i~. Powell, 50S 
X. Vine-st, by St. Agnes Guild of All 
Saints church. Prizes at bridge were 
won by Mrs. Earl MeCourt and Mrs. 
Engler. 


tester Balliet 
won the prize 
at; 


bridge at the. open card party given 
Monday evening by Catholic Knights 


\MISSION 
CLUB 


\ HEARS PROGRAM 


OF SLAV MUSIC 


LODGE NEWS 


A program of 


Loyal Order of Moose held a regular 


music and business meeting1 Tuesday evening in 


talks was pnen at the meeting 
ofjMoosc temple. Plans 
for the hard 


the Homo Missionary society of ti,eit™e party to be given Thursday WPI-C 
Methodist church Tuesday afternoon, completed. 
Mrs. 
Richard Evans led the Uiscus- 


ed on the History of the Popes, and 
D>'. Ryan pointed out dansr^is whicn 
affected the physical and moral life. 
and told how to avoid these hazards. 
Routine business was transacted. 


sion on Slavic Country Life in Amer- 
Tulks by the .Rev. Camillas Becker 


The regular business meetniK of Ap- 


pleton chapter No. 
17, Royal Arch 


Masons 
was held Tuesday evening. 


I Waverly Lodge. No. r>l held a special 
[meeting Thursdaj night when the fel- 
low craft degree was conferred. 


lea from Miller's "Peasant Pioneers." i of St. Joseph parish 
and 
Dr. C. E. 


and \\as assisted in the discussion by | Ryan were given at the meeting of 
Mrs. 
M. J. Pnndborn. 


Taylor 
read 
"Peter 


from the "Interpreter" and Mrs. Nel-, Catholic Home. Father Camillus talk- 


Mis. 
AVilson Appleton court of Catholic Order of 


the Pilgrim.", Foresters 
Tuesday 
evening at tin; 


OL 
Wisconsin 
at 
Catholic Home. I He Henbest read 
"Something 
Like; 


Twenty-six tables were in play. Schaf- |Vs," a story of Slavic life. 
I 


kopf prizes were won by Mrs. P. Win-I 
Several Kureian piano solos were. 


0:30 will precede the meeting. Sev- 
eral visitors from 
Mf-nasha 
chapter 


I will be gue-ttH at the supper and meet* 
ing. 


j 
The local lodge of the Knightn at 


Pythias will entertain officers of the 
Grand Lodge at dinner at 6:30 Friday 
evening in the blue room of the Con- 
way hotel. After the dinner the guests 
will attend the dedication of the new 
Castle hall. 


The 
regular 
business meeting of | An electric plow which does not re- 


Fidelity chapter. Order of Eastern quire an 
attendant 
is beniff experi- 


Star. will be held at 7:30 Wednesday mented with at the College of Agricul- 
night in Masonic temple. A supper atiture, Ames, la. 


ter. Mrs. P. A. Melcher, C. Smith and 
Emil Kloe. Eileen Heideman won the 
prize at dice. 


Konemic Lodge of Odd Fellows will 


hold the first of a series of card tour- 


j uaments at 8 o'clock Thursday night 
in the new club rooms at Odd Fellow 
hall. 
The tournaments will be held 


| every two weeks. 


Mrs. Fern Meyer and Mrs. Charles 


Rumpf won prizes at the open card 
party given by 3. T. Reeve 
circle 


Tuesday night in Odd Fellow -hall. 
Clarence Bucholtz/and Mr. Carter won 
prizes at schafkopf and Mrs. Helen 
Moder won the prize nt five hundred. 
Twenty-two tables were in play. 


CLUB MEETINGS 


Mrs. 
Charles 
Baker, 
Bellaire-ct, 


! will be hostess to Over the Teacups 


j club at 2:14 Friday afternoon. Mrs. 


j 1 ionior 
Eenton 
will have the pro- 


I gram. 


Tuesday 
evening 
at 
the 
church. plng jnto' confessing things to you 


Prizes at hearts were won by Elea-j l])at j would hardly confess 
to my- 


~ 
~ 
"self. I had not intended ,to do it in 
nore Raether, Ervin 
Herzfeldt, and 


Wilbur Krickebcrg. 
The entertain- 


ment committee consisted 
of Mrs. 


Ph. A. C. Froehlke, Rudolph Jahnke, 
and Er\in Herzfeldt. About 25 were 
present. 


At a business meeting preceding the 


party it was decided to take up a col- 
lection from the society to purchase 
a mimeograph for the church. It also 
was decided to have a sleighride par- 
ly Frdiay evening. 


this letter; but somehow 
I 
cannot 


help it. When I think of you, it is 
not as I think of any other woman 
'in the world. I think of you as the 
woman who is the other part of me— 
a woman to whom I can say any- 
thing, just as I could look at any- 
thing with my right eye, knowing 
that my left_ would see it in just the 
same way. 


It is very probable that your friend 


Mrs. Atherton, whom I met at Miss 
Perrier's has told yo.i all about Miss 
Perrier's dinner, so I'll not go into 
de-tails, 
she has probably sent you 


the clippings, for of coui.-se, the news- 
papers made a great deal of the fact 
that I was here as a guest of honor, 
and that I was on my way to the 
Orient in search of the little god. Miss 
Perrier's publicity man and Serge saw 


of the cveningr. Among those present j to that, 
were Mr. and Mrs. Walter Van Epcrn, | When I firsl got into Los Angeles, 
Mr. and Mrs. Emil Sunkuil, Mr. ami I Serge met me with 
the 
questions 


PARTIES 


Mr. and Mrs. Henry Vanden Boo- 


Kimberly, entertained a number 


of friends and relatives Sunday eve- 
ning:. Dancing was the chief diversion 


Mrs. Arthur Wetzel and Mrs. Otto 


Fredericks won prizes at the meeting 
of the Four Leaf Clover club Tues- 
day afternoon. 
Mrs. Henry Mjl'cr, 


E. Atlantic-st. was hostess to 
the 


club. The next meeting will be heM 
nt the home of Mrs. Oscar Miller, X. 
Fox-st. 


Sixteen tables were in play at the 


open card party fdven Tuesday after- 
noon at Catholic home by the Ladies 
Auxiliary of Catholic Order of Fort- 
csters. frizes at bridge were won by 
Mrs. Joseph Grassberg-er and Mrs. Al- 
bert Miller and at sehafkopf by Mrs. 
Frank Slattery and Mrs. Peter Brown. 
Mrs. J. J. McDaniels was chairman of 
the committee in charge. 


played by Miss Gertrude Boyce. and i 
Miss Isabelk' AVilCox sang a number, 
of Slavic folk 
songs. 
The program 


closed with a vocal solo by Miss K>i- 
sanna Bennett. 


More than 
200 
persons 
attended < 


the regular monthly tea after 
Hi" 


program. 
• 
I 


RURAL 
WOMEN 


TO HAVE CHARGE 


OF CLUB 
PARTY 


Mrs. .lohii 
Pchocttlcr 
will 
have ] 


charge of the pi ogram given by the 
countv women at the general meet- I 
ing of App'eton Womans club follow- ' 
•'ng u luncheon at the club Thursday j 
noon. Miss Kathryn Russell will give 
a piano solo, and Miss Rabette Mar- 
shall A\ i.l read, 
be telephoned 


Reservations should 
to the 
ciub 
early 


Thurstlav morning. 


The Holy Name society of St. Jo- j 


seph church will have an open card 
party at 8 o'clock Thursday night at 
the parish hall. 
Schafkopf and bridge 


will be played. Officers of the society 
have charge of the party. 


ENGAGEMENTS 


Mrs. William DeA'oung is chairman 


of the committee 
in charge 
of the 


open card party to be " given by the 
Christian Mothers 
society of Sacred 


Heart church at 2:30 Thursday after- 
noon at Sacred 
Heart 
school 
hall. 


Dumpsack 
and 
schafkopf will 
be 


played. 


Announcement has been made 
of | 


the engagement of Miss Marie Keick! 
to Bernard Bonini, both of Appleton.' 
The marriage will take place in 
the 


spring. 
Miss Reick 
is the daughter 


of Mr. and Mrs. John Reick, 915 W. 
Packard-st. and Mr. Bonini is 
the 


son of W. II. P,onini. 517 N. Morri- 


Four tables of cards were in play 


at the meeting 
of 
the Women of 


Mooseheart Legion 
Tuesday 
After- 


noon 
club 
Tuesday 
afternoon 
in 


Moose temple. Prizes at bridge were 
won by Mrs. David 
Brettschneider 


and Mrs. Louis Lohma.n ar|l at schaf- 
kopf by Mrs. August Hafcrbeckcr and 
Mrs. Al Bauer. 


Ten tables were in play at the dice 


party given Tuesday evening- by the 
Youns 
Ladies 
sodality 
of 
Sacred 


Heart church. 
Prizes 
\\ ore won by 


Virginia Grass! and Lillian Reffke. 


Mrs. Zitlow, Mr. and Mrs. John Van 
Ximmernian, Mrs. 
Smith, Mrs. Van 


Mrs. 


Francis 
Vnnden Boogart 


drnlvi-R-. 
Marie 
Van Langegan. Ed, 


Max and Frank Vanden Boogart and 
G. MrCart\ of Kimberly, Mr. and Mrs. 
John Van Epcrn, Mr. and Mrs. Leon- 
ard Pynenberg. Mr. and Mrs. Peters 
Johnson. Mr. and Mrs. Arnold Strict 
Catherine 
I'ynenbers, Lena De.Bn.iin, 


Margaret 
I.udi\ifi. 
Joseph 
Vanden- 


hurgt, 
Arthur 
Van Epcrn, Clarence 


Lamers. 
Henry 
DeBruin 
of Little 


Chute. Martha Krause. Laura Boscr 
and Fred Brash of Appleton, Mr. and 


VanUen 
Boogart, j thinking- there was no secret in 


•Joogart. Etta Wil- evidently told it to the reporters, a 


where 3 was going and what for, and 
I was foolish enough to tell him. He, 


it. 
"id 


the. deed was done. 


The moment Miss Perrier had do 


cided to give a party, which I think 
vas one evening, when 
Serge 


made me tell her about 
the 


The Tuesday Schafkopf 
club met 


Tuesday 
afternoon 
at the home of 


Mrs. Ray Jennerjahn, 1212 N. Mor- 
rison-st. 
Prizes were won by Mrs. 


Elmer Schabo, Mrs. Julius Radtke 
and Mrs. Arthur 
Schrooder. 
The 


next meet-Ing will be at the home of 


j Mrs. William Kranzusch, E. Wiscon- 
sin-ave. 


little 


gods, she asked me to show her one 
of them. Of course, I told her that 
1 hadn't one, but J described to her1' 
very carefully what they wore and 
made a number of drawings. 
What 


was my surprise on the night of the 
dinner to find at each place one or 


Mrs. Arthur Vogel was hostess to 


the R B. club Tuesday evening at 
her home in Neenah. Prizes at bridge 
wen? won by 
Mrs. George Schwab 


and Miss Lillian Shinners. The next 
meeting will be Tuesday, Fob. 23. at 
the home of Leona Vogel. 314 R. 13ad- 
gcr-avc. 


Mrs. 
Frank 
Obarskl, Mr. and Mrs.|<h p <*"er of these little statues, 
in 


P.ert 
DoBruin and Viola Obarski 
of f'lvM\ 
(CopyiiKht. 192o, NEA 
Service. Inc.) 


TOMORROW 
Kaukuunu. 


About 
4."> couples attended the Val- 


entine pa>-tv g|venvfor members of 
Hie Century 
club Tuesday 
evening j 


1n 
Elk hall. 
Al (label's 
orchestra 


furnished music 
for dancing. 
The 


Ijfittor from Mel- 


ville Sartoris to Leslie Prvscott. 


CHURCH SOCIETIES 


i)"xt party will be gi\en after 
lent. 


Amonpr out-of-town guests were. Mr. 
and 
Mrs P.ergstrom 
and Mr. and 


Mrs. Kit-hard Thickens of Xecnah. 


Mis.s Thelma Cnmpshure was hos- 


tess to Ifi memberhs of the, S. S. club 
nnd the Bca Zey club-at a Valentine 
p:irtv Tiiestlav evfilincr ill tho Blue 
room of the romvny hotel. 
"Decora- 


lions 
were i.irriecl 
out in 
keeping [ 


with the- day ;md a Valentine dinner 
was .'-•erveil. 
Mric'Sf was played nf- 


1or the dmnr-r anrl prizes were won 
by Hilda 
Boeldt. Sndie Doolen and 


Tj'jcill" Rammer. Guests at the party 
included 
"Hilda Boeldt and 
Cathlyn 


McCabe of Appl^ton and Mrs. .1. Nl- 
codem and Heat rice Brady of Mena- 
sha. 


About 
members of "the Young 


Peoples league 
of First 
English 


TjUtheran < hurch were entertained at 
a 
sleighride 
Monday night. 
The 


young people went to the Harry Bal- 
laod farm on Ballard-rd where games 
were 
played. 
The 
committee 
in 


charge of the party consisted of An- 
ton Gauerke, 
Herbert 
Mosssholder, 


Mablc Feavel and Esther Gore. 


Mrs. 
Henry Miller, E. Atlantic-st, 


entertained 
eight 
friends 
at cards 


Tuesday evening. 
Prizes were won 


T>y Mrs. Emil Hoeft and Mrs. William 
Nimmer. 
Out-of-town guests 
were 


Mrs. Andrew "Lambie. Mrs. Mary Mc- 
Gregor. Mrs. Emil Hoeft and Mrs. 
William Nimrncr of Kaukaunn. 


Cheerful 
Helpers of the 
German 


Methodist Episcopal church had a 
Valentine party 
after 
the business 


meeting 
Tuesday 
evening at 
the 


home of Miss Esther Johnson, X. 
Appletpn-st. Dice was played and 
prizes were won by Ruth 
Kruegcr 


and Ida Grelnert. Plans for a sleigh- 
ride party for Saturday evening were 
made. The party will go to Ellington 
where it will be entertained at 
the 


Charles CJreinert home. 


Miss Sylvia Thelan entertained two 


tables at bridge Tuesday 
night 
at. 


her home 
on 
>J. Richmond-st. 
A 


prize was 
won 
by^ Miss Margaret 


Thompson. 
, 


About 
130 persons attended 
the 


chicken pio supper Tuesday evening 
nt the First Congregational church. 
The supper was fjiven by Circle Xo. 
13 of -uhich Mrs. C. C. Nelson is c.ip- 
tain. 


Circlti Xo. fl of the Methodist so- 


cinl 
union 
will 
meet at S o'clock 


Thursday afternoon at the home of 
Mi-s. C. L.. Broun. 506 AV. Atlantic- 
st. Mrs. F. C. Hyde is captain of 
the circle. Plans for a food snle to 
bo heid Saturday will be made at the 
meeting. 


WEDDINGS 


Miss Maymc Unlfonl. daughter 
of 


Mr. and Mrs. (',. D. Halfonl. tH? K. 
Pncific-st. 
and 
Cnrl 
K. Tla^en 
of 


Tomahawk were married at I I o'clock 
Wednesday morning at the home 01 
the 
binlc's 
parents. 
IJr. 
Richard 


Evans 
performed 
the 
ceremony. 


Miss Anona Berry, of Princeton, 
u 


counsin of the bride, find Harry Sny- 
der of FarmiiXKton, Minn., were 
the 


attendants. A buffet lunch was serv- 
ed after tho ceremony. Mr. and Mrs. 
Ilngen will be at home at Tomahawk 
after March 1. 


st. 
Valentine decorations were used 


and Valentine favors wore given the 


Boy Scouts 
Troop 
Xo. S of the 


Congregation.il church, held ;i meet- 
ing Tuesday evening in the Congre- 
gational church. This was the regu- 
lar meeting. 


Most 


Women 


Have stopped old hygi- 
enic methods to assure 
real immaculacy. NEW 
way gives true protec- 
tion—discards like tissue 
F 


EW modern women but 
employ a new and different 


way in hygiene. A way that 
supplants tli£ old-time "sani- 
tary pad" with true protection. 


Wear filmy frocks and light 


things . . . any time. Dance, 
motor for hours without doubt 
or fear. 


It is called "KOTEX" . . . 


five times as absorbent as the 
ordinary cottpn pad! 


Thoroughly deodorises . . . 


thus ending ALL fear of of- 
fending. 
i^ Discards as easily as a 
' 
piece of tissue. No laundry. 


Xo embarrassment. 


You ask for it without hesi- 


tancy at any drug or depart- 
ment store simply by saying 
"KOTEX." Cost* ojiry a few 
cents. 
Proves old ways an 


unnecessary risk. 
KOTCX 
No laundry—discard like tissue 


MARRIAGE LICENSES 
ase licenses were issued Tues- 


day by John K. Hantschel, 
county 


clerk, to Arthur C. Gorman, route 3, 
Xew London, and Miss 1>oretta 
M. 


l>empse\. Bear ("reck; John Orvillo 
Creviere .mil iliss Irene il. Bernrit. 
both of Kaulvduna. 


No More Kinky Hair 
The new process of permanent 
waving is always preceded by 


^HOT OIL" 
TREATMENTS 


This prepares the hair and leaves 
it in a soft, lustrous condition, 
enabling the waving process to 
produce a large, natural wave 
instead of the "kinky" effect 
which is so unbecoming. 


Obtain information at 


Marinello 


Beauty Shop 


Hotel Applrtou 
Phono 


Made For 
All Locks 


GROTH'Si 


303 W. College Ave. 


Eleven members of Chi Tau Tpsi- 


lon of Memorial Presbyterian church 
attended lie 
meeting and 
supper 


Tuesday eve.ning at the home of M'iss 
Dorothy Schenek, 1003 N. Leminwah- 


Arrangements are being made for a 
ball to be given after lent, 
cial committee consists of 
Schultz, 
diaries 


chairman, 
Herrick, 


The so- 
Arnold 


Joseph 
Balza, 


Jake 
Xromer, 


George Auers and Kelson Galipeau. 


Young 
Ladies 
sodality 
of 
the 


Snored Heart church held a dice par- 
ty Tuesday 
evening at the school 


hall. 
Prizes 
were won by Virginia 


Grassl. and Lillian Reffke. >Ton tables 
were ^n play. 
A similar party will 


be held next Tuesday evening at the 
school hall. 


A hard time p;\rty will bo given l»y 


Loyal Order of Moose Thursday eve- 
ning in Moose temple. All members 
md friends are invited t» xho party. 


Mr. and Mrs. William Scheer, 329 


AV. Prospect-ave, entertained Richard 
Czerwonky and Fred Wise, violinist 
and soloist who appeared in a pro- 
gram at Lawrence Memorial chapel 
Saturday night, at a reception after 
the program. A short musical pro- 
gram was presented by the 
artists 


during the evening. It was incorrectly 
reported to the Post-Crescent, Mon- 
day that the party w«os given at the 
home of Mr. and Mrs. Robert Scheut- 
ter. 


The Student council of 
Appleton 


High school will entertain the student 
body and teachers at a Valentine 
dance from 8 to 11 o'clock Saturday 
evening in the gymnasium.^ The Col- 
legian orchestra will play. Teachers 
and parents were Invited 'to act as 
chaperons. 
"Decorations will be 
in 


keeping- with St. A'alentine day. 


// You Are Particular 


About Millinery 


You'll be intensely-interested in our display of 
the new models for Spring". 
We have a special arrangement whereby the fea- 
ture pattern hats of America's leading style cre- 
ations are sent to us as fast as they arc created. 


Fio you're always,sure of seeing the newest, the smartest, 
the latest in millinery, by paying us a visit. 


Note Our New Address — 318 E. Washington Street 


"Visit Us at Our New Residence Parlors" 


acx: 
scz: 
arjc 


j 


Purchase Event 


Here's an event you'll not want to miss! An 
extraordinary sale of new Spring Dresses in 
every smart style, smart shade, smart fabric 
of Spring! Our buyers purchased them spe- 
cially fqr this event. They arrived yesterday. 
And today we are offering them to you. Each 
and every Dress is an authentic creation of the 
new Spring modes. Be here early while the 
selection is large! 
' - . • "•- 
' 


PRINTED SILK 


SATIN 


FLAT CREPE 


JERSEY 
FLANNEL 


COLORS: 


Pitch Pine, Apple Green, Lipstick, 


Phantom, Bois de Rose, French Blue, Belle 


Blue, Dogwood, Pink Pearl, Watermelon, 


Meerschaun, Burnt Almond, Cactus. 


From the Fashion Markets Come 


The Newest In Spring 


ARRIVING DAILY FROM XP:\Y YORK — arc the smart 
Sports Coats in tweeds, mixtures and plaids. The Dress 
Coats will cause your heart to flutter, they're so alluring- in 
the new Candia fabrics, poiret-sheens, lorcheens and char- 
mecns. In new shades of cement gray, bark, pitch pine, sand- 
torm. biscuit, cedar, sandal, carmelian. 


1O.7S to $59.75 


Remember—The 


HALF-PRICE SALE 
FUR TRIMMED WINTER GOATS 


ace 


lEWSPAPERr 
NEWSPAPER! 
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KAUKAUNA NEWS 
G. W. PATTON 
Telephone 2S8-J 


Kaukauna Representative 


WANT UNIVERSITY AMUSING PLOT 


TO SEND SPEAKER 
IN CLASS PLAY 


ON T. B. TESTING 


F, W. D. COMPANY 


GETS ORDER FOR 


BORING MACHINE 


NEW LONDON NEWS 


PRAHL'8 NEWS DEPOT — Phone 134-J 


Circulation Representative! 


GEORGE ROSENTRETER — Phone 206 


News and Advertising Representative , 


Cntiies 
foi 
Midv\intei Fan 


Will Be Received Stalling 
Thuisday Moinmg 


Kaiiltauna — 
1 lu 
K ' T I I K I . H I 
\u 


\,incenient 
\s«miiatinu <Ie( i !• d 
i 
i 


meeting in the 
Oiand 
\ iow 
1 oi •>! 


Tuesdav evening 
* < * s i ^ u i o a ^p iU- 


f] fiom ihe I nivt»|s.!t\ of \\ is( o s" 
to talk to the f u n i t ' s on ' u l i e ' i u ' 1 
tested cajtle 
i, tin 
M i l v v n t t t nr 


to be held in ilM= citv Thtiisa.v and 
Fndav Feh IS and "' 


Ml tbe 
t o m m i t l P t - 'i. 
i MI ;•* 
i > 


Die fan were pt es< n 
tn 


their work ••> '»' n e , i l \ 
i o'uple' 


The assoiiation rndi 
pi I M S 'o !' 


High School Seniois Will Pic- 


sent 'The Russian Honey- 
moon" Next Week 


l\.n'k:itm.i — 51 r«. 
HIM ton 
H?i i*" 
1 
-~ 


i h . mint, p >• 
T'v Ri:<-"nvi Horn v - 


iromi 
v id l i » pipsrmed b\ The sonon 


i 'a-ss i f K a u U u i n i Hi-i'i ' i hool 
U s 


Ti ticks CanyiiiA Fiist Elec- 
tucOil Well Pulleis 


.spi i uil lo 1'iis; i i P-i put 


Clinttunillo — \n ouV 
MI 
i 


w a i t f\po eaith 1 Piiiu p 
i I. no 


Hist been icioixod b\ tin 1 I" 
( o fi om the I l i s t n - i :-lu>' 


o- c'oi .^ Tuosd j v 
tin a i'o 101 mm 
n t i unii dv ,'nd 
e'l' i'i tho hish <=i 
t i iv thi cha'-ai te> 
s;o- \ s laid in 11 
whe-e \le\is 
man 
pii.eii 


.r 
T 
tl- 


n 
i i \d n 
life 


cnoitel mooM \itx. 


a tent 
-40 In 
so foe- 
to hou-e 
' 


prid 
\\ it 


hi-- 


] s 


•iiitomohile ind 
m n i nerv 
t\'i.i. o 


of the fan 


The fai 
ili.n - w 1 he opened 
' 


odock 
l"u 11= 
< \ 
"io nine foi < 


til*"* 
Fiom 
' 
i i lo K m t'm mot 


me 
until " i. i lot .^ 
a 
'ie 
o\emn» 


1un,er= will i i ^ s t t i 
i 
1 Limb of 


w i l l ^peak or ">eiv'ie < t 
i ( oovri 


1 ve Livee'ofV 
\~sii i 1,11' it 
1 'il 


in the -sftetnoor 
anil .nr i^d'aieh 
if 


fr Ihi'' tn'k 7 Hi-nnsto" vvi 1 
'.,.- 


cu-e-=s the fanners or sal ject de^» ng 
dneclU wi'h -ig'HuKme 
The 
two 


tnlks v v i l le Driven in th« '"gh schno. 
Ti om ""ft 'o 4 ".1 on bo'h cla\ s UKM <* 
w i l l he music sores -vaudeville an'' 
rti«trihiition 
of ir°' i 'iandis« 
p r e m - 


iums in ihe A ;<hiorium 
.oil ''i»ie 


will he nnotn 0' p-oci TT1 o" eiv i t n ' n - 


Leon 
Ii\-i 
" I i-l 


n.ei-fiv t d 
he, 


hu: i lovvh 
'IP to v ork 
sends 


the spr\ K 
who 
i"5 i 1 


\ 'n l.iesnoi 


ment from 
>" to 
O I I O C K in t'i" 


n o-nmjr 
fj on r' 1.0 
i -' 


e\ Tints W i l l he inspected 
}lt man il'de of Nee'nh 
in 
tin 
Tiiditor.um 
on 


Pio=' m 
o' 
V\"i°< on- 


On Piid 


c n l o < k ib 
rfinl at 1 
will spea 


\sricu'n,-il 


sin 
and JIi 
Hnri-psrTon 


to talk on 
row ^r rannina 
Th» 


pvenmgr ti ill bo de\oted to ^nt'rfJ n 
mpnt 


i-: 
Ten 


Tin ' ' v is 
*ome ol 
i lu best ' ' '- 


i hool is u--e d o p 
i 


rs 
The SIPHO of tl t 
1.1 Poland in l x >0 


1 Vt, 11 a h. a jotirnc \ - 


In ] " > \ l'os-.on man n d 


• t i !' v ho is Kdn i Sai: i 


•i ins the hon< v - 


v ire to be po-- 
of temper and 


ieit- marnet' 1 fe 
. an cure hei 
st he. love 
He 


I • in the Sho^ 


v 
poi U'ved In 


1 upon 'he u 


s\ i h. 
. i's he 
Ii 
lu>s 


? n ' 
"ha- he is ' , - h i ' i ™ 


.1 • f 'mi immed i elv sets 
• pmn lie 'ind so\\,fsr S T 


appeal to the Co IP s si-,tei 


\ iad'ni'1 p'a' 
i bv Hil- 


Weisihem. 
fo' 
i otection 


v on 1 :>' t i io=e« w i t h 
l 
arre^* 


\'s b' 
hi<= own rruaid 


si rne of the third act .s t . d n 
M v i n s loom 
o" 
;h«- 
Chat»"r 


Xoroftski 
where 
the Baioness 
'> 


summoned Pol»ska to trll hertioubl^* 
Si:e is frooil but «oon Af'ei 
framing 


he" freedom 
«r"> lelirts nnd decides 


that ^v en hougu hei husband is onl" 
i seif she i annot ' ' a v - 
1 him 
\ \e 


orett1. ^cene si,nvv-~ 1 >v ^ 
i onque ins: 


pride and Poleska is soon living hip- 
piH with he. hut-bard '.gam 


Some ot me olhe 
moie imTioitant 


charat'er<; of th" plav are the prett;. 
daughter of Ivan plaved bv Amanda 
Held ,'nd Joseph P.avorgeon a" O^." 
her lov^i 
The\ 
«•<• i into manv amus- 


ing: situation' 


c 
(, o 
of .\1 i' v ' iri' 
T!"» i.ntt 


ion«:ists of 
K bodv 
we 


nch and TO-ini n 
sheave 
,,rd 
electi 


hahti is . v stt m 


stev i 
I oui 
\\"he 


P e i M . v ing ' he fn s 
pul'ei s luii'- 
IM tlus 


hoists n e di ,\en 1 
motoi s and can e\e:t 
20.000 pounds i ope 
p ill 
vlependiii=r 


on whet hei IOA 01 U.sh SCTI is used 
in the two-speed tiansniission 
Th s 


equmment 
is used in the oil fields 


v henev ei deposits of piiaffiu or as 
phaK i j s i i u t the flow of o.1 


Edw ud Mever has mepted a JIOM- 


t,on with the Builders 
Lunibet 'ind 


PRISONER FOILS 
GIVE PRIZES WON 


1 PURSUING ARMY j 
ON DOLLAR DAY 


WILD ESCAPE Twenty 
Gifls~~Ayarded by 


Mei chants to Winners of 


Rosseau, 
Refoim 
Vaiious Contests 
Claiencc 


School 
late, Breaks Jail 


foi Second Time 


> < 
in .\ e 
ti tu i - 


t elei ti o oil \\i 1 
unmtiv 
Th-sp 


40-horse-power 


hot 
5 000 ot- 


Si_pplv 
». o 


nun e w uh 


\\ ausau 


hi" tntnilv 


IU intends to 
n the sp.-ms. 


Fu'mers aie t u k iig advantage 
of 


the ileighmg 
now and iiam 
locrs 


3i e 
i oniinj in these i a v s 
'I his 
i 


P ' i i t i c a i h the fit«t s.ood -no\\ 
i Q i d 


this seat-oi 


Fi.inz Lante.bu g of Bf>rn ' 


s.t)t\iil to Post Crescent 


New l.om'<)n — The local fire 
de- 


ruument the police department and 
the telepnone loirpanv failed to stop 
Cla'eive llo«-e'ii 
1" when he broke 


jail hen 
foi 
he st>((."d time \\ithin 


the list s\ n o M i s eail.v on Tuesiliv 
morning 


Tt'isseau w 
-. 
i - i - j hete last Sep 


umbei and mummied to the \\auke 
spa, mdustiial s i i . u l foi 
bo> s 
aftei 


h 
had burRl.li ru' 
local establish 


ment. lie had been theie bui a shoi; 


special to Post-Crescent 


Neu !./>iufon — Prizes won durtfig 


HIP nollai dav sales held recently by 
kx.il nieichants are being given out 
at piosent. 
Twenty were awarded, 


rhipflv for guessing' contests held at 
flic various places of business. 
The 


businessmen and •winners are- 


"Prnhl 
TCews depot, H. I>elbert 


Cuirmmp .Teaiiette Me.klejohn 
and 


(innlon 
Richards, Rosentreter 
and 


ppliiman. 
Mrs. 
Leo 
Schoenroclt, 


ll.Uvorson grocery, 
O. 
C. Ctnsky, 


1'opkP giocery, John Pieper and Mrs 
[ ( 
r Dean, Seerlng Mercantile. Mrs 


| E Po'and and Mrs. 
Tom Madden 


Custv Mprcantile, 
M"ke 
LaugUiir1 


Oestrieh Brothers, August Fie\ mouth 
, „.. 
~ 
, 
,,— • 
time when he escaped, and had not an(1 james 
la.skowski. 
Vandenbei 


been heard of foi a, few months until 
Monda\, w hen H. A. Bi aun of the i e 
formatoiv came- here on a "tip" that 
Rosseaii «as polking on a faim near 


grocerv. 
jewelry. 


in 
of 


T h e 


ThP 


'bp t! 


i ind 'in a ^ix-moiii'^ 
'0111 


I'mted States 
is the cue1-! 


F.e\ 
S G Ruegg 


Tamest I.oucon and 
fr, ^ h 


had been visiting 
at tli' 
'i m 


\ugust Ptnkowskv left 
r, II'-M 
f'.i 


then home at Mar-nette 


There is "^till ^ome oiigin 
t i ^"t 


m be seen in this section. A p 'ic 
ne 


cu* on the farm of William M.Ile~ 
Be u Creeiv. m cabined three feet 
on 


th" stump ami W T S «ound as a dol- 
la 
Saw 
log's 
from this tree will 


scale over 1000 board feet 


lohn Tantv and fam.l\ and 
Marv 


nnd Umil Tantv autoed to Kimberly 
Sundav aftei noon 


Aiv-n. 
P-v eai old son 
of 
Charles 


the this cit\ 
He went out to the place 


the Monday night and finding- the escaped 


[ n.mate brought him to the local bas- 


\\ho tile Cor the night The next morning 


of 
h > was to stait back to "U'aukesha 


f,,, 
GOES THROUGH ROOF 


Tuesda\ morning Rosseau climbed 


i]»i u > to the ceiling, kicked a hole about 


ne i U bv 
*> inches thiough the plaster, got 


u]' into 
the 
attic, and 
went 
out 


thiough T convenient skylight. 
He 


then found himself on the roof in a 
pit .about JO feet square, surrounded 
bv foui hni k walls of adjacent build- 
Ings. 
HP decided to go through the 


window of one of the buildings, ana 
thence into the street 
The building 


happened to be that of the telephone 


Charles 
Reinett. 
Smith 


Art 
Goetschalfc: 
"Werner 


Mrs 
Frank 
Muskavitsch. 


Kische shoe 
store 
Mrs. Hadrian 


Freiburger; 
Alfied 
Lea clothing 


stoie, Mrs. Maur re U'Uson, Trayser 
Drug. Frank 
Pro hi 
Sweet 
Shop, 


Miss Irene Saunders Hammer Bak- 
ery. Guv Blonde^ 
Carter 
Hanson 


Aileen Scanlon. Volla Studio, 
John 


Herres. Jr.. Spearbraker Drug, Lu- 
cille Drake and 
Sylvia 
Gutowski: 


Swift Millnerv, 
Mike 
McLaughlm; 


Style shop, J Smith, of Fremont. 


This year marks the 75th anniver- 


sary of the manufacture of ice cream 
a,s a commercial industry. Jacob Fus- 
sell, Baltimore, manufactured the first 
in 1851. 


Kr. thnei. Route 1 bi oke a lee be'ow I exchange a,nd the window led into the | 
the knee 


Mi « P 


CELLAR CHAMPS TAKE 


FALL OUT OF BANKERS 
Social Items 


a \l«ir at 
son-ln law 


wh'le wiestlniET Fridav. 
1 Rolnei and Ml-s« Hilda 
have gone to Baldwin for 
the home of the former's 
Fred Holme* 


Kaukauna—H 
T 
Runte s 
rpllar 


i liamps won two out of three f.aiT»s 
from \bf 
"pcond pi IPO 
Oi' 


KauKauna—Miss Xorma BaJgie en 


tertam 
a croup 
of friends at 
her 


home ^unflav eienmp Bjron 
Biselx 


NEW LONDON 


PERSONALS 


in the Kaukaima Business M<_ns bo \ i- dpmoi strated the \arious step" of the 
ing matches 
on the 
Hilgenbers al- 


lev s Tuesday night 
The Bav oiS"n»s 


beat the Pendereasts foi a Tie w i t h 
the Bankers fni third place A Ba' 01- 
^eon of the P.a\orpt-on.s 
toppled th" 


pnis for the high amount of 216 


Stores 
Bankers Won 1 Ixi=t 2—H \V Tllm 


Idfi, 144 391 441 \V P,ren?el 167 Mi' 
SOI j40. C O Tovvs]p\ 133 1J1 us 
380 E H?d.s 151 181 171 '11 
H S 


Mulholland 155. 1,^ 174. 4S 
i a p S3. 279 
totals SO'. ST1 IB! 26 ii) 


Kaukauna 1-br <"o Won - l^ost 1- 


T Hermes 111 171 Ifil 473 N" Lan.o 
Ih2, 201 14" 
"20. M Tarobson 111 


125' 377 413 
W Fmrh 1S6 162 1'4 


•192, \ G--af 61 m 6' IS01 totals 810, 
SX' 80S 2i67. 


Electric Citv—Won . 'o't "i—Tone5 


20?, 16T. 116 4S4 Vn'.nchprg, 146, 1 .fi 
117. 399 
A\ eb«tei 
1S7. 2<\f, 
134 ."27 


Krihn. 135 IIS l^S 
141 Wen?el 170 


115 137 4.2 
hiivbrip 
1! ^P 
't ' 


279 Tolal«—9t4 
<<7') 7^5 J'i".2 


"Mtiellet P.oots—Won 1 lust 2—Pail 


!>]oet7, 157 
1=)- 
J04 
T.i 
L Hansen 


207 147, 133, 4X7 O Hn=s 
I ' T 
;^i 


T.«. 467 
"Michael 
l"n 
171 
JOJ 
:>."• 


Tiinoks, T!4 140 US 
11. inndicap 


7S 7S 7S J34 
Total' W ^'2 
91 ' 


fhai lesion The rest o' the P\ enmg 
was. devoted to danc-ng 
is confined to his home 


A short time agn tho ^ omen 
of 


Moo^eheait 
Legion 
cnallengred 
the 


Lo\al Order of Moo'se to a series of 
card games the loser to serve a ban 
qu°t 
Tne game" have just ' 


completed 
and 
the 
women 
aie 


tl.e iMniKrc 
Mrs 
M 
Milton won 


the grand prize with 7S point" The 


handi- harquet will be served in the 1 O O 


F hill Mondaj Feb 
l"i and all th<- 


wi\ e« of Moose are inMted Those m- 
tendinc: to attend the banquet are to 
call Mi>= J Bonde before Mondav 


New I^r:' 


Tuesdav "! 


Dai id ( ai 


with illne«s 


Miss Dorothy Dor^chner is recovei- 


mg at the home of Mr and Mrs. Ed- 
ward "Velson from an appendicitis op- 


been ' eration 


Mrs 
Shidlo has 
returned 


operatoi s' room w hei e the night op 
erator \vas on dut\. 


I 
When the operator heard the 


' Rosseau \\as making in attempting j 
'to break the window 
she 
became 


Itlarmed and put in a riot call to the, 


I fire department 
Matt Nesbitt 
an- ' 


swered and called a policeman, who j 
came rushing to the scene 
"When j 


Nesbitt saw snow fbmg on the roof» 


j w here Rosseau was making his es 
cape, he put in a fire alarm, and the 


1 whole lire department turned out 


Tn the meantime the telephone op- 


THE SALTS IF 


al 10 FoM-<"resfent 
[)ii—l 
1 Thompson spent eratot-t deciding that she needed moie 


0-!iko=h on business 
pi otection than shp xvas getting, call- 
ed 'Jack' Rickab\ the "trouble shoot- 
er " 


SURROIND BLOCK 


The two night policemen had ST 


rived bv this time and 
the 
forces 


started to surround the entire block 
to her 


home at We^tfleld after spending the 
last few weeks at the home of her 
daughter 
Mrs Patrick Murphj. 


Mrs Helen Hill spent Sunday at 


the home of her 
sister Mrs Albert 


Finger 


Mr and Mrs James 
Lamhie and 


Mr. and Mrs Frank Milkie and daugh- 
ter Loraine of Kaukauna were Sun- 
day guests at the home 
of Mr. and 


Mrs L C Lowell 


~iJ7 
Knlie-hf- 
11^, 
16' 
1-iT 
12S 


Schmaltz me 
TK> iVi 401 
\<=hai,e- 


3S1 T.n 14". 4,14 Ptec-er IS'.' ]4S HI 
4C1 handicap "° totite 40") Sin 7'" 
2148 


"Ba^orsens —rjeiPiid 
1.1S 
14 n 
1 'A. 


4-il J Bivorgen 122 ]1J 14! 417 M 
r.a\orgen I0, i 
16^ 
H4 
4V, 
f'.fn 


r.'iu«t 14^ 14! K.2 4"1 
A 
Ha \ u i - f n 


216, 1">0. 1S4 100 handicap 100 totals 
^76 902 
SCI 
2011 


Andrews Oils—Lgan 
ISO U' 
13(>. 


13'! Andie«= r.'d 
1'Ji n1?, -jvs 
v 


IfiO 170 177 "07 \ in l,\ke 161, 
1 "! 


]"." 
46R handicap IS totils SI 9 M _' 


532. 246S 


Runte Co 
— Cail P.urn 
I S " 
l. 
i 


161 Sin, 1 Kiiemlin i 
( 
1_J 
101 


384 M. Engc-rson lf.1 160. 1S4, 507. 
H T Runte 161 i l l 
i 7 
411 .Mul'ioi- 


land 166 
16'i 
If,.', 
lriS 
Inndicap 70 


lots! S79 7S4 114 2177 


STXNDINGS OF TIIK TE\MS 


KAl K\t N A PERSONALS 


Kaukauna— Mrs. Charles Burdick 


of Milwaukee "pent the weekend 
at 


ihe hor^e of Mrs Charlec Ixjwer'v 


Aaion R^a-i of Green \allev is 11%- 


iting his "--liter 
Mrs 
John 


naugh 


Mis« Itihi Groth of Appleton 


ih» la-st t w o wee'<= with he- 
Mi* r harle« Lowerv 


\clam Spmdler slipped on the 
ic\ 


srfevvalk on the 
c»tv 
hill 
Sunday 


mgnt and hioke hi"- nnn 
, 


Ceoige Geishen,. Jarob Licht Jos iCARLOAD OF CATTLE 
:Snri;r;^nrd;,fu\M^r;i 
SHIPPED ON TUESDAY 


The'v paiticipated 'n 'he skot tourna- 
ment hrlii in that citv .Sundav 
Special to Post descent 


Cdwaid Hr«= attended 
th» tsate , 
New IjOndon_A smal, 


co, vert.on of haidvvaie de.Je,^ ,n mpm wag mfldp from thp ,or<l] stork. 
Milwaukee 
thf 
l a t t - i part o 


Peter Thoreson «pent Sundav with 


Clinton\ille relatives 


Charles and 
Kail 
Ramsey 
weie 
Ka'va'ihorne from Qshkosh over Sundaj 


Mr and Mrs Henr\ Stemgrabc- of 


Maple Creek were 3undi% guests of 
the Edward Stemgraber familv 


L C Lowell waf. home from Osli- 


kosh over Sunday 


before getting ladders and mounting 
the roof to chase Rosseiu down. Ros- 
seau, however, seampeied across the 
roofs went through a, skylight in the 
rii st National bank building, down 
the stairs nnd out into the streel 


The fire department and police de- 


partment started in full pursuit after 
the fljing Rosseau 
He cut through 


back allevs. across roads and through 
backs yards, until he came out on the 
Green 
Bay 
and 
Western 
Ir.ickp 


Where he went 
from there 
is not 


known, as no trace of him has been 
seen since 
His pursuers trailed him 


that far b> his tracks in the 
fresh 


snow 


i 
Bra tin took 
the 
train 
back 


|Wiukccha Tuesday morning 


for 


CICERO PERSONALS 


jards to stockjards in Milwaukee on 
w r f' k 
Tuesdav afternoon It consjsiid of one 
.M... Paul T OhkU 
,s spending car,oad Qf ,g ea(t,e 


the week at 
Beavei 
Dim 
-Uniting, 


r rlativ e1- 


Mrs .1 Hoi ei nf Ben\c' Dam 
re 


tuined Pnnd.TV iftei 
visiting several NORTHPORT MAN DIES 


Mi 


the home of the 
ul T Oehkit 
p^v 
and 
OF PNEUMONIA TUESDAY 


Fpecial to Post-Crescent 


Cicero—Charles Moeller has a new 


I Porian 


Mr and Mis Tla\ Hahn nutoed to 


shin- r'lpf'n Bay Wednewiaj 


' 
August Fischer left. Wednesday for 


Appleton and Oshkosh to \isit with 
fi lends nnd relatives 


Hdward Heling went to Birna-irrwood 


Fridav to visit his sister, Mrs Paul 
Adolf who is ^erv ill 


Mis Joseph Jankowski is seriously 


ill at her home with Brights diease. 


SOCIAL WHIRL IN 


NEW LONDON 


! 


l\nukaiina Lumber ("o 
\ndiews Oil 
liankei s 
Ijavorfjeons 
.. 


Electric Servire, 
H T. Hunte 
l'cndei)?asl 


Roots 


'" 


1'< 
17 
17 


1M 
20 
2k 


2S 


New I/ondon—Mrs 
C' c 
j-eim* en- 


tertained the 
\ n t u m n Leaf f l u b 
it 


her home Tuesdav afternoon 
Mrs 


Otto Hemnch won the fir^t favor at 
card? Mrs Leonard ('line tlir second 
and Mrs A H Knok" 
IN -onsola- 


tion p vi/e 
Mrs Arthur t~v.ftn'^ 
vMll 


be the n< vt hostess 


Special to Post descent 


London — Hans ( hrlstianson 


died .it ins home in Xort iport n' 


l^.'/i on Tiusdav 
momliiK 
De-it 1 


was diif to pneumonia 
P u i f u l 'u 


i,ing<-ments 
have 'noi 
HS vei hern 


complttf-fl 
M 
Y rhr stm on 
is SHI 


v i v e d 
i i v 
Ins widow and 
Ih-re r h i l 


dren 


422 
178 


MRS. SCHMITZ DIES AT 


HOME OF DAUGHTER 


ThP Dorcas sociPtv 


tamed 
bv Mrs 
I G 


Thursdav 
afternoon 


i'.enedirt Mis 
\ \v 


\Vilham Rouse -will ne 
c SSPS 


v ill be onte r- 


Rob»its 
on 


Mi <• 
\Va\ ne 


Boll nnd Mis 


Kaukauna—Mrs. (" Scbmitr, 65 died 


Tlie Sun Dodgers will be f n t e r t a i n r 


ed at the James Bodah home Sunday 
evening 
Rt the home 
of hei 
daughtei. Mis 


.lohn Feldcamp 
at " 4i Tuesdav af- 


Itrnoon 
Death w.u- due to heart dis- 


oase 
Mrs. P( limit/, has been a iesi- 


dent of this < itv for 
having come line from St 
Cloud to 


slay with her daiiKhtet 
Khe is sm- 


vived by four sons, N( il somewhere in 
Montana. 
M a t t h e w 
of 
Airnstrong, 


Jacob of Wauki'gan. 
John 
of Arm- 


strong, seven dnughteis. Mr.v Henri stemgrabl,. won first honors at (ards 
Even of New Holateln Mrs E Dial of and Mr and Mrp E<lward Roloff tne 


lionors Mr 


The 
pubhi 
si hool leathers entei- 


tained 
the 
members of the school 


ho.ud with their wives and husbands 


l.!y<H',.m°"th'1!:it" dinnei Tuesdaj 
ev(nin?; 
at the 


hitjh school 


Mi 
and Mrs 
Edward Ktemgraber 


wer< hosts to ihe J. G F. club at their 
home Mondav evening Mr and Mrs 


Winter's 


QuicKRelief 
for Old and Ijoung 


Sajs 
Indigestion 
Resultn from an 


Excess of Hydrochloric 


Acid 


Undigested food delayed In the stom- 


ach decays, or rather ferments, the 
same as food left m the open air, says 
a noted authority. He also tells ta 
that Indigestion is caused by Hyper- 
acidity meaning there is an excess of 
hydrochloric 
acid in the stomach 


•which prevents complete digestion and 
starts food fermentation. Thus eyery 
thing eaten 
sours in the stomach 


much like garbage sours in a can, 
forming acrid fluids and gases which 
inflate the stomach like a toy balloon 
Then we feel a heavy, lumpy misery 
in the chest, 
-we belch 
up gas, -we 


eructate sour food or have heartburn, 
flatulence, waterbrash or nausea. 


He tells us to lay aside all digestive 


aids and instead get from any phar 
macy four ounces 
of .Tad Salts and 


take a tablcspoonful ir a gln.ss of wa 
ter before breakfast and drink it while 
it is effervescing, and further more 
to continue this for a week. While re- 
lief often follows the first dose, it is 
important to help neutralize the acidi- 
ty, remove the gas-making mass, start 
the liver, stimulate the kidneys and 
thus promote a free flow of pure di- 
gestive juices. 


Jad Salts is inexpensive, 
and is 


made from 
the acid of grapes and 


lemon Juice, combined with lithia and 
sodium phosphate. This harmless salts 
is used for many stomach disordeis 
with excellent results. 
adv. 


T.a f?rande Oie 
Mrs Fiank Kern of 


OakfU'ld. Mrs 
\ 
1 Flntm 
of Oak- 


field, Mrs 
.lohn 
,1 minis 
of Chka^o, 


Mis 
W.'illei 
B a i t H U nf \rmstrong 


• nil Mrs .lohn Krldinmp of this ( i t \ 
i 


The funeial 
KOIMOCS 
w i l l 
be aii-| 


nouncod la'er. 


.second 
will entcitam 
meeting 


and Mrs 
Roloff 


the club 
at its n' xt 


DISTURBANCE IN A LOCAL THEATRE 


Th» patrons of l locul ibo-jr honjo -wer* 


*»IT much dltturted md annojrad by the con- 
tlaaau courMnf of a p«»oa In ih* midl- 
•HCA. Don't I? a nulttnco b^oAutn vou have 
a cottth or raid, 
A it** drftei of Foley's 
Honor and Tar Compound takon promptly 
will Wnt t f e t d j relief. 
Mi« W. T. Cla-y, 
Whit* ttr.lnt, Va,, wrlttf "W« II»T« u*c<l 
Toldy'i Honey tnd Tar Compound fo- coldi 
and Bad coug-ni with >pl*adld reiulti." 


SOLD EVERYWHERE 


Dance 
at 


J House, 8 to 1, 


Kimberly 
Club 


Fri., Feb. 12. 


No Indigestion! 


lie used to suffer after eating—but no morel 


He carries Stuart's in his pocket. Hearty eater* 
—hard smokers—high livers—find Stuart's a 
boon and blessing! 


Why have (?as—tour stomach—or bad breath? 


One or two tablets, and your stomach has lh« 
alkaline it needs for smooth, serene digestion. 


Full Box FREE! 


Every druggist has Stuart's tablets, 25c and 


COc Or, a full bot/r« if you write the F. A. 
Stuart Company. Dept D.Marahall, Mich. Get 
a mcul box of Stuart's for the pocket—and 
keep it filled! It's instantantous relief. 
STUART'S 
DYSPEPSIA TABLETS 


After Others Fail! 
Don't Give Up 


H E who hesitates is lost 


an old saying, but true, 


and it has kept many people 
invalids all their lives. 
If 


they had taken their case in 
its infancy and treated it as 
if they meant business, they 
would have averted that op- 
eration, its after effects, and 
the large fee of the surgeon. 
Not only in health, but the 
man who has always stayed 
in the hole and dared not 
venture out has never made a 
fortune. 
The step must he 


tak«>n 
if 
you accomplish 


good health or wealth. 


If you have Rheumatism, Lum- 


bago, files, Goitre, Appendicitis, 
Gallstones, Stomach, Bowel, Skin 
Trouble, as 
Eexem«, 
Pimples. 


Black Heads and Psoriasis, Kid 
ncy. Bladder, burning: and fre- 
quent, Liver, Indigestion, Flatu- 
lence, 
Sour 
Eruptions, 
Heart 


Burn, 
Constipation, 
Catarrhal 


conditions of the bowels. 
Ner- 


vous Headache, 
all in feeling, 


cannot sleep. Chronic, Blood and 
Female Troubles. 


Come and sen us permanently 


located 
r>; 115 K. Collcge-Ave.. 


Appleton, Win. 
Office hours: 10 


5, and 7-8 p. m., Sundays 10-18 a 
m. by appointment. Consultation 
Free. Phone 4020 
H. R. Harvey, M. D., 
V. S. Baird M. D. 


Specialists 


LIONS ASKED TO AID 


PLAYGROUND PROGRAM 


Special to Post-Crescent 


New London—Mrs. J. A\". 
Monsted 


addressed the Lions club at its meet- 
Ing: 
In 
Ehvood 
hotel on 
Tuesday 


noon. 
Mrs. Monsted, 
who 
is piesi- 


dent ot the Qivlc Improvement league 
of this city, used as the subject ol 
her talk the progress and work 
of 


the organization here s-ince its found- 
ing in 1913 


She also made an appeal for 
the 


cooperation oC tlio I,ions club >n put- 
tins o\er the piojpi't \\hich the civ- 
u leaue is sponsoi iiisj in the v\av of 
Deeming playRionnd MIPCI \ isois dur- 
ing the coming- ,<uunmei 
The mem- 


bers expressed then favor of the pi in 
and assurred their willingness to .ud 
In making the move a success 


John Scoring- won the 
attendance 


price for this week 
The- prize was 


given by Dr. Frank ilurphj, and was 
sent by him from Hot Springs, Aik 
where he is now touring. 


MRS. WILLIAM BOHLMAN 


IS BURIED WEDNESDAY 


Special to Post-Crescent 


Xcw London—Funeral services for 


the remains of Mrs William Bohl- 
rnan. 63, ^ho tl-ed at her home on E 
Wolf Riivcr-ave last Frida\ evening 
were held at 2 o'clock on Wednesda-\ 
aftPinoon from 
Emanuel 
ljutheran 


phurth of this city with the Rev. 
<V 


Ppiering in charge. 
Interment 
was 


made in Floral Hill cemeteiy. 


THE NEXT TWO MONTHS 


WILL BE HARD ON OLD PEOPLE 


Piercing Cold is Difficult To Resist With Thin Blood 


And Failing Strength 


Father John's Medicine Builds New Strength- 


Nourishes the Weak, Enfeebled System. 


TONIGHT — CINDERELLA 
CHARLESTON EXHIBITION 


As lakes and rivers put on their over- 


coats of ice, and piercing winds howl round 
the home, the old folks cling closer to the 
fire and complain of the cold. Their blood 


IB thin; their vitality is lowered, often, they 
are troubled 
with 
a distressing 
cough 


which thej- are unable to throw off, in 
their weakened condition 


Father John's Medicine was originally 


written by a. practicing- physician for just 
such a condition as this—to relieve a stub- 
born cough and cold—to heal the throat— 
and to supply ample nourishment to build 
up weak, ailing people 


Father John's Medicine helps to build 


up old people because it is all pure, \\ hole- 
some nourishment that frail, weak people 
and young children can digest and convert 
into rich blood, strength and vigor. It is a 
safe medicine for anyone to use, because it 
is free from opium, morphine, chlorofoim 
and other poisonous drugs and alcohol, and 
has had seventy years success as a tome 
and body builder and for colds and thioat 
troubles, coughs and sore throat. 


PERFORMANCE is the one thing 
JL that tells the inside story of an auto- 
mobile—any automobile. What a car 
can do tells what the car is, underneath 
the gleam of paint and fine feathers. 


Aside from the appealing beauty of 


the 1926 Chandler, and the tempting 
lowness of price, performance is the 
thing that is causing the great momen- 
tum in Chandler sales. 


Chandler has shown 


the world what it is by 
winning the annual 
Automobile Race up 
the slopes of Pikes Peak; 
by breaking climbing 
records on Mt. Wash- 
ington, Mt. Diablo and 
the Continental Divide; 
by averaging 86.9 miles 


New Twentieth 
Century Sedan 


$1590 


formerly $1995 
(f.o.b. Cleveland) 


an hour for 1000 on the track at 
Culver City. 


On January 5th, at Muroc Lake, Cal- 


ifornia, a Chandler covered a mile in 
31.1 seconds—in other words, at the 
rate of 115.3 miles per hour! 


Chandler's famous Pikes Peak Motor 


certainly has the power. Chandler new 
body designs certainly reflect richness 


and style. Chandler's 
perfected chassis certain- 
ly has a great advantage 
with its"One Shot"push- 
a-plunger system of 
centralized lubrication. 


See the newChandler 


—then seewhat it can do 
in traffic, on the open 
road, on hills that tilt 
steeply toward the sky! 


SOFFA MOTOR CO. 


SMITH LIVERY 


Phone 105 


THE CHANDLER MOTOR CAR COMPANY 


Phone 866 


CLEVELAND 


If Machines Wear Out- 
What of Mothers? 


Machines can be replaced—mothersi never. Why not let our washing 


machines do your family washing and save mother's strength for more im- 
portant things? 
We can obtain new laundry equipment when ours wears 


out—but you can't fill mother's place in the home. 
Save her by having 


us take he washing off her shoulders. 


By gently sousing clothes up and down, in warm water, soft as new- 


fallen rain, with suds of mild white soap, we wash your apparel spotlessly 
clean and preserve he fabric. 
Far better than that, our DAMP WASH 


Service will add years to mother's life. 


Phone 667 and Our Driver Will Call 


Uneeda Damp Wash Laundry 


'SPAPERJ 


•\ 
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FARMERS URGED 
TO JOIN LARGE 


MARKETING BODY 


College of Agriculture 
Man 


—Talks at Waupaca on Co- 


operative Benefits 


Special to PCS'-Orescent 


\Vaupaca-The 
cooperative 
mar- 


keting of butter was fully explained 
by H. H. Bakken, state 
college of 


agriculture, to a group of 
farme,rs 


that filled the county board room in 
the courthouse on .Monday afternoon. 


The speaker dwelt principally upon 


the success of the Minnesota cooper- 
ative group in the methods they have 
employed, not only to sell their pro- 
duct but to raise the 
standard of 


.such. 
In the latter they have em- 


employed field men to coach the farm- 
ers to produce cream that could be 
made into a high scoring butter. -Mr. 
Bakken quoted figures to prove Min- 
nesota had raised the 
butter 
score 


from 25 lier cent to more than 75 per 
••ent scoring: more than 92. 
^ 


The 
-Minnesota 
organization now 


•.•alls itself the Uand O'Lakes, coop- 


DALE PERSONALS 
!p[W L B. CATTLE 


IN MAPLE CREEK 


Dale—Mrs. Ida l.elby spent the lir.st 


of the week at Appleton. 


Marjorie 1'hilippi returned Monday 


from a visit at Hilberl. 


Awald Kommer wan home from Mil- 


•ivaukee the first of the week. 


M"::. 
!•*!•< f! Kauffman and daughter 


A : • ' • • > r."i iii-nod Monday from a two 
\v«e;;.-' vi.,u at Milwaukee. 


Airs. r. I'liilippi spent 
Wednesday 


and Thursday at Milwaukee. 
i 


David 
Kanselman' attended 
tiit- 


hardwnre dealers convention at .Mil- 
waukee this week. 


Mrs. Herman 1'rice entertained ihe 


Aid society of the Keformcd 
Feb. •!. 


Clifford Grossman came home from 


Khinelander last week and on .VToii- 
day enroled as a high school student 
at Waupaca. 


A program \yill IIP given 
by the 


10 Reactors of 
mats Subjected 


church 


younp; people of Hickory (.rove school 
on Friday evening, Feb. ]2. This will 
be the regular parent-teachers associ- 
ation meeting:. 


Mrs. 'Wellslein, who -would have ai- 
tained the age of SO years this month, 
was born in Havaria, Germany. She 
cumo to this country with her 
pai- 


ents when she was a child of S and 
at the a;;c of -HI she married Joseph, 
WettsU'iu, who preceded her in death j 
32 years a^o. 
I 


11 
_ . 
i 
Thirteen children were 
born 
t o ) 


TeSt ShOWS (July them, nine of whom survive. 
They! 


are: John 
of 
Oshko.-h. 
Albert 
of. 


Recdsville. Kd'.vard of Boyd. Hubert o f ! 
Aj'pletoii, Simon of Ktockbridpre; Mrs. j 
•John 1'ohr of Saukville, Mrs. 
John | 


1'ropson and Mrs. (Jus 1'ropson. both j 
of Kloten. and M'rs. John Feichter of 
Charlesburs. 


The funeral was held 
from 
Holy 


Trinity church of Jericho on Tuesday 
n.o; nlns'. 
interment 
took place 
In 


Jericho. 


910 Ani- 


fppcial to 1'iist-C'rcscent 


Maple CreeU — Dr. H. J.oycr. who 


has charge of MIC tuberculosis test in 
this locality, i.s more than 
pleased 


with conditions here. 
Jle has thus 


fill-covered about one-third of Maple 
Creek up to Keb. 3 he. tested 910 head, 
among \\hich there only had been J l j 
. ic-iictors, liut found a creat many i n - j 
! fee-led flocks of poultry and 
urges 1 


[ immediate attention. Jle advises ev- j 
leryonc to Watch carefully and when; 
i 
i 
——| a chicken might show 
Flight 
symp-; 


urst i tonis it should 
be 
killed 
at 
unco. 


Where a greater infection, is shown 


entire flork should be disposed 
Dr. Hoyer believes it will take 


STAGE 


And 


SCREEN 


erative. and has 
shipped 
the 


carload of butter frnm Polk-co, "\VIs-j 
It seems to be a question amotif: tht i t l i 
leaders 
in this 
movement, as 
to ] of 


whether this stale should join with j about 10 more days to cover 


.-Minnesota and 
Iowa, or organize a [town, provided the. weather and 


this 
road 
separate 
idpa 
sola 


BEST YEAR FOR 
GRAHAM BROTHERS 


)fficial Figures Credit Graham Broth- 
?rs with Growth of 123% i" 1925 


C'oinpar«ld-witli Gain of 31% by 


Entire Industry 


The recent absorption by Dodge 


Inc., of Graham Brothers, 


the largest exclusive manufacturers of 
motor trucks, lends special interest to 
the new business record achieved by 
Graham Brothers during 11125. 


Shipments by the truck industry as 


a whole, .according to official figures 
recently released by the National Au- 
tomobile Chamber of Commerce, to- 
taled 492.000 units; on increase of 31 
f/0 


over the record of 374,317 for I!)2-». 


By comparison Graham Brothers in- 


crease in total shipments from 10.7!)1 
in 1D24 to 24,05« 
in 1!>23 from their 


four 
plants. 
Detroit. 
Kvansville, 


Stockton and Toronto, a gain of 123'Jc 
seems remarkable. 


A 
"Dpd.se Brothers 
executive 
is 


quoted as follows regarding these fig- 
ures: 


"An annual business growth of well 


over 100% is what would bo expected 
by those who are familiar with Gra- 
ham Brothers rapid rise from^a-.start^ 
less than five years a^o to their.-vpres' 
ent position in the truck industry. 


"Graham Brothers 1H22 sales exceed- 


ed their 1021 by 181%: W" exceeded 


1 922 by 105';;: 1921 exceeded ]!'2.°, by 
:i4%; and now Ifl25 sales have beaten 
those of 1924 more than 123ri. 


"Month by month this year sales 


have surpassed the prececclinp; month. 
In fact production for the first six 
months oC this year equalled the en- 
'ire production for 192-1. 


"At no timo during the year, nor at 


any timo during Graham Brothers his- 
tory, has there been any over-stock- 
ing of trucks by dealers. Our prob- 
lem has constantly been cue of iu- 
creasinpr manufacturing 
facilities to 


supply the demand for our product. 


"The number of trucks on hand at 


the end of November, compared with 
Ihe number 
at the end 
of the same 


month last year, shows a substantial- 
ly smaller increase than the rate at 
which production has been advanced. 


This is because the bip; volume of 


retail sales has cleared the stocks of 


the. dealers so rapidly." 


"To produce sufficient trucks to sup- 


ply the constantly growing demand," 
stales Mr. K. R. AVolter of The AVoltcr 
Motor Company local Dodge Brothers 
dealer. "Graham Brothers have been 
engaged in an almost continuous pro- 
gram of expanding manufacturing fa- 
cilities. "When they moved their De- 
troit plant into new quarters July 1 
this year their 265.000 square feet of 
lloor space represented an increase in 
space in Detroit of nineteen fold in a 
little over 4 years. 
Their plants at 


l-.vansville,, Tnd.. which now occupy 
SOI, 000 srjuarj feet, have made n sim- 
iliar growth during the same period. 


"The new plant poned this summer 


in Stockton. Gal., for manufacturing 
trucks required by dealers in the Ta- 
-ific Coast and Rocky Mountain .States 
has an area of 40,000 square foet and 
the ncwxCanadian plant at Toronto. 
Out., 
20,000. 
This 
gives 
Graham 


Brothers a total floor) area of nearly 


15 acres. 


"The excellent business record made 


by Graham 
Brothers last year and 


and their record of having risen in 
five years to leadership in the indus- 
try is unquestionable evidence," Mr. 
VV'olter continued, "of public, recogni- 
tion of the merit of their product. Now 


I hat C?raham Brothers business lias 
been purchased outright and become 
an integral part of Dodge • Brothers, 
Inc., the outlook 
for even 
greater 


achievement in 
J92G ia exceedingly 


bright." 
. 
ftdv. 
. 


union. 
To the speaker the 


for the farmers to join Minne- 
and thus eliminate competition, 


would be the proper thing to do. 


The three midwest states. Minne- 


sota. Towa and "Wisconsin produce 25 
per cent of tho butter of the country 


J and in the following order 1J, S and 5 


per cent. 
Small creameries with 
a 


high scoring butter get less than the 


centralizing plants owing: to the 


fact that the latter are able to mar- 
k°t a. larger amount of fairly 
uni- 


form 
finality, even though 
ii 
may 


not be so fcood a quality. 


PACKER SPEAKS 


The 
I>und 
O'l-ikes 
Cooperative 


Markets the greatest amount of high 
scoring butter of any 
organization 


in the- world. This includes the great 
amount of Danish and New Zealand 
butter tjnnt to other countries. 


F. B. Hanson of the Curtail\ Tack- 


ing company of Milwaukee, appeared 
to advocate the breeding of a bacon 
typo hog and at the conclusion of his 
address way taking orders for Berk- 
shire breeding stock. Not all were in 
accord with this speaker's views. 
Jt 


is doubtful if the Waupaca farmers 
are ready to discard the lard hog for 
\ mere premium of three quarters of 
a cent a pound 
as is paid for the 


bacon bog. Packing houses have tried 
for years to induce the breeding of 
the bacon type, but the farmer has 
not forgotten how to figure profits, 
so until the inducement i.s improved. 
the lard hog will serve for both pur- 
poses. 


POACIfEKS .SENTENCED 


George Oibish and Charlps 
P.'H-k- 


ner of Oshkosh 
were 
sentenced to 


one year in the Green Hay Reforma- 
tory on Monday by Judge Byron B. 
Park in circuit court in an adjourn- 
ed session here. 
Dibish and Beckner 


were arraigned on a, charge of lar- 
ceny: they were alleged to have tak- 
en personal property from the sum- 
mer homo 
of A. C. Wcicii at Bear 


Lake, near 
the village of Manawa. 


Both men lived near the resort last 
summer and employed their time as 
frog 
fishermen. 
Both 
entered 
a 


plead of .guilty and took their sen- 
tence without comment. 


The funeral services for the George 


David Cook who died at the Green 
Bay reformatory last Thursday were 
held at the homo of his mother Mrs. 
Hannah rook, Scott'-st, in 
this city 


on Saturday afternoon. 
The 
Rev. 


Mr. Naarup of Our Saviors Lutheran 
church, conducted the services. 
In- 


terment was in lakeside cemetery of 
this city. 
The decedent is survived 


1 y his mother, two sisters and 
two 


brothers. 


?umlitions arc favorable. 
CHILTON SCOUTS 


IN ANNIVERSARY! 


HEROINE OF NK\V Fl.YN FILM 


SEEN IX OWKPII.KMMA 


If you 'loved a man. but thought he 


only wanted 
to marry 
you because 


he wanted your ' moii'M. would you 
marry him? 


j 
This is the situation that confronts 


JAilren i'ringle in .lack Conway's pro- 
'duction of "Soul Mutes." 
the M'-tro- I 


iGoldwyn-Mavor picture coming to t h c j 


I Elite theatre Thursday and Friday. It 
is an Elinor 
Glyn 
story, 
and was 


(adapted to the screen by Carey AYil- 
json. 


Con way has 
brousht this famous 


Glyn novel to the screen wtih all its 


_. 
. 
r 
,. 
r i romance, passion and comedy, retain-! 


I I'OOpS Celebrate r O U n d i n g OT|jng the spirit of (ho original in every, 


6 'scene . His ^jgorous style of direction j 


i is particularly adaptable to this Glyn j 
'story. 


The stoi1} presents a peculiar phi- 


losophy of n man's mind. Lord Tan- 
cred. played by Edmund Lowe, is priv- 
cn an opportunity to have the mort- 
gage on his ancestral estate destroyed 
if he will marry the niece of the mort- 


foun.l- ._,,,,.;>,. -while Tancrrd would not hesi- 


'"itatc to marry this girl, never having 


met her, he does reconsider when he 
discovers that he is really in love with 
the girl. 


which lias ri'rently Invaded tlio nil<l- 
west after ;i Inn siirceKS on the 1'aci- 
fic i-oust. \ \ i l l be nl tile Fischer's Ap- 
Uletoi^theater next Friday. Saturday 
and Similar and will render the- tnn- 
talb.in.-; tunes \\li'.eh recently 
made 


the orchestra such a hit in Chicago. 
Joe ...ley i.s :i harpist, who also plays 
violin and slide trombone, and his as- 
sociate.', arc 
yonnK 
women 
chosen 


not only Tor musical ability but for 
pleasing state appearance. 


The Three Weber (Jirls, lonpr IVCOK- 


liixqd as leading act of its kiiul in biR- 
time vnudPYi'lo. 
will 
present some 


splendid entertainment. 
Xada Xor- 


rain'1. 
"America's 
Double 
Voiced 


Songster" 
will sincf in English 
and 


Hali»n and display 
her 
wonderful 


voice 
-lust 
nuw she 
is singins1 


"P.rown Kyos Why are you Blue':'' 
as a popular .'•election. 
IjCster Fair- 


man and Homer Gill will offer 
"The 


Dark Hope." n skit which portrays 
the 
woes of a colored 
prizefighter 


and his manaper. 


The feature photoplay on Saturday 


and Sunday will 
be 
adopted 
from 


Peter J>. Kyncs famous novel 
"The 


Kiirhanted ilill" and feaUin-, 
.lack 


Holt. Fulrence 
Vidor, Noah 
Kerry 


and Mary Brian. 


"TI1K <»OI.m-X STKAIN" 


"The Golden Strain," 
a m-w Fox" 


Films production, based on a I'eter H. 
Kyne story, at the New Dijon today 
and Thursday, is an unusually pood 
picture. 
Jt i.s the 
story of a young 


Army officer who was handicapped by 
a "yellow streak." and how lie was 
enabled to overcome 
his 
weakness 


whe;i Ni£ supreme test came. 


One of the biff dramatic climaxes is 


a thrilling battle scene in which the 
famous Tenth Cavalry..clashes with 
several hundred Apache Indians on 
the warpath. 
Kenneth 
Harlan ami 


Madfje Hellamy liave the leading roles 
with 1-lobart Bqsworth, Ann Penninp- 
ton and a notaisle east 
in support. 


Much of the action takes place near 
Fort Huachuca, Arizona, where the 
notorious Geronimo once ran amuck. 
"The Golden Strain" is the screen ver- 
sion of one of Kyne'.s best stories and 
adds another to Victor Rchcrtzin-je.r's 
list of photoplay triumph:-.. 


Organization 
Years Ago 


u, 


Special to Post-Crescent 


Chilton—On Sunday 
afternoon the 


boy scouts of thsi city celebrated the 
sixteenth anniversary 
of the 


ing of the order in this country. At 
•o'clock a service was held in St. 15oni- 
faco Episcopal church by the Rev. F. 
P. Keichcr. assisted by the Rev. Luth- 
er Harwood of Trinity 
Presbyterian 


church. 
After the 
services a social 


was given in the. Guild hall, to which 
the camp firo girls and the troop com- 
mittee wore invited. Short talks were 
piven by A. .1. I'fcffer. G. IM. Morrise\, 
the Rev. Mr. Harwoood 
and AY. .1. 


I'aulsen. after 
which 
samcs 
were 


played and a lunch was served. 


Arthur I'omranke is a patient at SI. 


Elizabeth hospital In Appleton where 
he submitted to an operation on Mon- 
day morning. Mrs. Pomranke is with 
her husband in^Appleton. 


Miss Madeline Reinbold. a student 


in Lawrence colleg-e. spent Sunday at 
her home, in this city. 


Miss Sadie Doolan of Appleton spent 


Sunday with her 
parents, Mr. 
and 


Mrs. H. E. Doolan. 


Mrs. George AYolfr of Hilbert was 


a Sunday visitor in Chilton. 


.lay Crawford, bookkeeper in the lo- 


cal condensery, 
is confined 
to his 


hcTne by, illnpss. 


Alvin Brandes. who for a number of 


..oars-was employed in the Schweitzer 
and Bcrger meat markets, has accept- 
ed a similar position in Milwaukee, for 
which place he left la.s't week. 


TIIKKK-DAY VAUDEVILLE POL- 


ICV PROVES SUCCESSFUL 


Joe TUley and hi.5 California Sun- 


kist 
Clncopators. 
an 
organization 


People Notice It. Drive Them 


Off with Dr. Edwards' 
Olive Tablets 


WISCONSIN 


DEATHS 


MRS. GUS PROPSOX 


Chilton — Mrs. .Joseph 
Wettstein 


died at the home of her 
daughter, 


Mrs. Gus Propson of Kloleu on Sat- 
urday morning after a ]<tngv illness. 


should begin to clear after you have 
taken the tablets a few nights. 


Cleanse the blood, bowels and liver 


with Dr. Edwards' Olive Tablets, the 
successful substitute for calomel; there a 
no sickness or pain after taking them. 


Dr. Edwards' Olive Tablets do that 


•which calomel does, and just as effec- 
tively, but their action is gentle and 
safe instead of severe and irritating. 


No one who takes Olive Tablets is 


ever cursed with a'' dark brown taste,' 
abad breath, a dull, listless, "no good 
feeling, constipation, torpid liver, bad 
disposition or pimply face. 
Olive Tablets are a purely vegetable 


compound mixed with olive oil: you 
will know them by their olive color. 


Dr. Edwards spent years among pa- 


tients afflicted with liver and bowel 
complaints and Olive Tablets are the 
immensely effective result. Take one or 
two. nightly for a week. See how much 
better you feel and look. 15c and Me. 


~~ 
adv. 


LAST TIMES TODAY 


Matinee: 2:00 and 3:30—25c 
Evening: 7:00 and 8:45—30c 


"THE NEW COMMANDMENT" 


With 


Blanche Sweet and Ben Lyon 


A First 
National 
Picture 


Comedy anu 


Latest 


News Reel 


— THURSDAY and FRIDAY 


From ELINOR GLYN'S Novel 


"The 


Reason Why" 


Now a 


Thrilling Picture 


With AILEEN PRINGLE and EDMUND LOWE 


MAT. 


lOc [ MAJESTIC | 


EVE. 
IDc-lSc 


Bernarr McFadden's 


Latest True Story Picture 
••• 
It's a 


Sensation! 


UCTION 


•Starring 


Gaston Glass 
Edna Murphy 


When You Read a Ber- 


narr 
McFadden 
True 


Story You are Delighted. 


'NOW SHOWING 


When You See a Ber- 


narr 
McFadden 
True 


Story You are Entertain- 
ed. 


For This Engagement 


MAT.: 10c-25c 
EVE.: 10c-40c 


Shows Start at 2:00- 
4:15-6:30-8:45 P. M. 


TODAY and THURS. 


LAUGHS! GASPS! GOWNS AND GLORIA! 


FISCHERS 
APPLETON 


STAGE 
STRUCK 
r GLORIA 
(WANJON 


With 


LARRY GREY 
FORD STERLING 
GERTRUDE ASTOR 


And 
1000 Others 


— Also — 


Fun From the Press 
International News 
^Scenic Wonderland 


— ON THE SAME PROGRAM — 


Harold Lloyd in "I Do" 


STARTS FRIDAY 
' 


ANOTHER GREAT BILL TO SET THE PACE! 


4 —ACTS — 4 


VAUDEVILLE 


ALSO FEATURE PHOTOPLAY 


*££ "The Enchanted Hill" 
Jack Holt—Florence Vidor—Noah Beery—Mary Brian 
Special Announcement 


Owing to HIP unusual interest manifested in the forthcoming en- 


•••icement of Anne Nichols record breaking success "ABIE'S IHlSH 
?WSE" comiiiK to ihe FISCHER'S APPLETON 
THEATRE ONE 


NIGHT ONLY, WED. FEB. 17, the management has decided to in- 
augurate a, special mail order department for the engagement of this 
aid-action. 
, . . 


N , Applications for seats will he filled in order of their receipt. 


'"' Kindly addresh all communications to MR. I-. I.UT35, MO.R. FISCH- 


ER'S U'i'I-ETON THEATRE, APPLETON, WIN. 


Orders should be accompanied by check or money order for the 


number of seats desired and self-addressed, stamped envelope for re- 


I'rices: Boxes and Ixnver Floor 52.00, Balcony $1.50 and $1.00. Gal- 


lery 50c, plus war ta,x. 


' Regular box office, seat sale will open SATURDAY, FEB. 13 at 


BELLING'S DRUG STORE, APPLETON, XVIS. 


Abie's Irish Hose, the. play that broke the world's record, is still 


plnyin-r to crowded houses in its fourth capacity year at the Republic 
Theatre in New York* City. 


PHONE 


998 


PHONE 


998 


FANCY and STAPLE GROCERIES 


FRESH FRUIT and VEGETABLES Daily 


PHRASER & PETRAN 


225 N. Appleton St. 
GROCERIES 
We Deliver 


Careful Hair Cuts to suit your type . 


\ 
Try our Manicuring 


HOTEL CONWAY BARBER SHOP 


Conway Hotel 
John Hertel, Prop. 


in the New Handy Pack 
is the biggest value in 
long-lasting flavorful 
enjoyment that you 
can buy. 


It is the best Peppermint 


Chewing Sweet for any money, 


Handy Pac\ fits hand, 


pocket and purse, 


tfook for WRIGLEY'S RK.Kandy Pack 
on your Dealer's Counter 


NEW 


TODAY — and — THURSDAY 
WILLIAM FOX 


With 


Madge Bellamy 
Kenneth Harlan 
Ann Pennington 
Hobart Bosworth 


A Thoroughly Artistic and Tremendously Realistic Pic- 


ture, Strong in Romance, Thrills and Spectacular Punches. 


CONTINUOUS FROM 1 :30 P. M. to 11 :00 P. M. 


ADULTS 25c—CHILDREN lOc 


"•KCIAI. MISIC— 
BljOli ORCHESTRA 
S 


Columbus Club 
AUDITORIUM 


GREEN BAY 


direct from 


Milwaukee Auditorium 


The Noted Baritone 
Paul Robeson 


London Star of 


"The Emperor Jones" 


With 


Lawrence Brown 


Foremost Negro 


Composer 


In a Stirring Program of 
Negro Folk Music 
Seat Sals Opens Feb. 10 


Address: 


W. F. KERWIN^Mgr. 


AUDITORIUM, 
Green Bay, Wis. 


Prices: 85c - $1.10 


Kilminatn Bad Ortors from Your 
Toilet Room 


BY THK SAM-VENT 


A hoalth and comfort necessity. 
Satisfaction 
Ciuaranteeii. ' A.sk 


Your Plumber. 


You'll Find 


RELIABLE 
BARGAINS 


at This 
Place 


STOP and 
SHOP at 


A Shop for Ladies 


TRY A POST-CRESCENT WANT AD, 


NEWSPAPER! 
.EWSPAP.E.R. 
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WHAT COULD 
SWEETER? 


We carry the largest line of Heart Boxes in Appleton — including 


Nature Hearts, Satin, Plain, Padded, and with Bow, Embossed Satin 
Velvet Hand Painted, Etc. 


Est. 
1885 


Next to 
Hotel 


Appleton 


Let 
Your 
Valentine 


There's 
Nothing 
Better 
Than 


JOHNSTON'S 
KEELEY'S 


AND 


WHITMAN'S 


\ \ .. / ^ 


rliTVrC^vo, 
. •• ~ 5~V-s?_>; 


•A, 


' 


1211 E. Pacifle-St. 
J18 S. Oncida-St. 


Comvay Hotel 


Say "My Valentine" 


with Flowers 


A bouquet of violets, a dozen roses, what gift could 


more exquisitely express the tender sentiment of 
Valentine's day? 


Let your Flowers be chosen from our splendid ar- 


ray. 
We suggest that you make early selections. 


Riverside Greenhouse 


Phones 72 - 3012 
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The 'Perfect Valentine 


A BEAUTIFUL HEART BOX 


WITH PALACE CANDY 


We are showing a large assort- 


ment of them. 


Candy Hearts and bther Novel 


Valentines., 


"THE HOME OF BETTER CANDY" 


Sunshine 
_ 


with Greeting -Cards 


- 
^mSJ ^^g——-T"1 


G r e e t i n g Cards 
m e a n Friendship, 
and Friendship means 


sunshine in life. 


\Y<' have it splendid assorl- 
nii'iii 
4if 
new 
(irfrling 


ranls-MiHablr for every nr- 
cnsion. 


Remember to 


Send VALENTINE 


GREETINGS, Feb. 14th 
IDEAL PHOTO & 


GIFT SHOP 


riinne 1~,~. 
:>08 !•;. Col.-Avf. 


. 14th 
Is 


Now-a-days, the accepted 
token 
of your love, es- 


teem or regard — 


Is the one of 


or 


Flowers 


CUPID'S 


GREATEST 


AID 


A Heart of 
HURT'S 
Chocolates 


YOU CAN BUY 


HEARTS IN 
NUMEROUS 
SHAPES, ALL 
FILLED WITH 


HURT'S 


SUPERIOR CANDY 


lOc to $15 


A Heart Box 


THE BIGGEST STOCK OF PURE 


VALENTINES DAY CANDY 


IN TOWN 
RT'S 


Next to the Traction Co. 


Diana Candy 


for Valentines 


There is-no more suitable .Valentine than 


a Heart Box of Diana Quality Candies. We 
have cedar chest and heart shape boxes with 
a 
Valentine assortment. They arc filled 


with French fruit, fancy chocolates, and nut 
centers. A large assortment sizes from 


15c to $5.00 


DIANA SWEET SHOPPE 


College Ave= and Oneida St. 


The Fragrant Valentine 
Let fresh cut Flowers from the Mar- 
ket 
Garden 
& Floral Co. hear their 


fragrant Valentine message to the girl 
of your choice. 
Market Garden & FloraiCo. 
1107 E. Wia-Ave. 
Phona 1696 


Appleton, Wis. 


if youVe a 
considerate 
husband— 


I F YOU WANT TO 
M A K E A K K A L H L T 
- 


Come in and Select a 


BIG RED HEART Filled With 


GM FINER CHOCOLATES-' 


— For Friend Wife 


For Valentine Day 


The variety o( Hearts and Candies 


at Gmeiner's makes 
choosing- the 


"right heart" an easy matter. 
, 


Hearts at 65c to $6.50 packed fresh 


for Valentine Day. 


Come in and select now and call for 


it later. 


DON'T FORGET 


Next Sunday is Valentine Day. 
Gmeiner's 


" Appleton's Oldest Candy Shop" 
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UTTORNEY LOSES 


APPEAL CARRIED 


TO HIGH COURT 


Municipal Court's Dismissal 


of 
Smith's 
Commission 


Claim Is Affirmed 


Marionettes Haven't An 


Idle Moment On Stage 


Activity 
will be the 
keynote 
in 


Treasure Island as given by 
Tony 


Sarg's Marionettes at Lawrence cha- 
pel on Feb. 17 under the auspices ot 
Appleton high school band and physi- 
cal clashes will include a series of 
hand to hand sword and 
bludgeon, 


inarlmspike and others. 
While 
the 


Word was received here Tuesday 


that the Wisconsin Supreme court 
had affirmed the decision of munici- 
pal court here dismi^mg the suit of 
Attorney K 
C* Smith vs the Nichols j 


Land Co. for $5,000, which Mr Smith ' 
claimed was due him for the allegeo. 
saJe of land in the village of Nichols 


Mr Smith said that he had enteieu 


into a contract with the land company 
to dispose of land in Nichols for $89, 
675 for which he was to recene $5,- 
000 as a commission He claimed he 
found the purchaser in one 3. A Bur- 
richter, who was ready, willing and 
able to purchase the property at the 
prices specified 
The plaintiff then 


stated that he sold the property to 
Burrichter, but had not received his 
commission 


The defense claimed that Mr Smith 


had entered into an agreement onty 
•nith A L Nichols, president of the 
land company, and that the contract 
Tvas void, as Mr Nichols had not au 
thority to make such an agreement 
for ,the company without the consent 
of the stockholders of the concern. 


Another defense set up bj the Land 


company, was that according to th« 
terms of the contract Buriichter did 
not agree to do anything 
but find 


buyers for the land, 
and that 
the 


terms clearly showed that the title 
to the property was never transfeired 
by the Nichols Land company to Bur- 
richter 
It was further stated that 


Burrichter 
never paid 
anything to 


the Nichols Land company, and that 
after a few weeks spent in the \ i l - j 
lage of Nichols he left the 
territory I 


for parts unknown 


Morgan and Johns represented the 


Nichols Land Co and Rvan and Cam 
were attorney's foi Mr Smith 


USE GAS MASKS 


AT SULPHER FIRE 


Firemen 
Encounter Difficu- 


lties at Interlake Pulp and 
Paper Co, Blaze 


Membeis of the 
fire 
department 


made use of their gas mat>kK at 3 50 
Tuesday afternoon 
when the> were 


called to extinguish a fire in the sul- 
phur house of the Interlake Pulp and 
Paper Co. 1137 E John-st Chemicals 
and water soon put out the blaze in 
the sulphur and 
in the walls of the 


building, but watchers remained sev- 
eral hours to extinguish 
small fires 


which flared up now and then in the 
sulphur. Fumes 
from the sulphur 


were .stifling 


The sulphur was said to have been 


ignited by a fahort circuit in the motor 
system m the building Little damage 
was caused to the building or its con- 
tents, but the wet sulphur will have to 
dry for a few dajs before it can be 
used 


KINSMAN SPEAKS TO 


GREEN BAY WOMEN 


final scene in the Island cave is a 
masterpiece, the outstanding one is 
probably that of the pirate ship wal 
lowing through a hurricane while the 
pirates fight to the death on deck the 
rudderless craft. 


>Ir. Sarg has developed the art ol 


his 
Mailonette 
farther 
than 
any 


other creator of puppets, and he is 
willing, even eager, to tell his methoas 
of making and operating 
his dolls. 


With each new piece, Mr. Sarg wax- 
es in fancy, humor and diversity, and 
discovei s new methods of improving 
the technique of these puppet-char 
acters. 


Robeit Louis Stevenson's Treasure 


Island will be the program for the 
evening performance, and the 
PleCT 


Piper of Harnelin and short amusing 
separate scenes will be put on in the 
afternoon for 
the school 
children. 


Each of these is a colorful, entertain- 
ing, 
and highly amusing 
spectacle, 


with musical accompaniment practi 
cally the entire time. 


AUTOMOBILE TRAFFIC 


HALTED BY DEEP SNOW 


Snow of the past few dajs 
ha\e 


caused some 
damage tr> the 
roads, 


making many of them 
almost 
im 


passable Bus service between Apple- 
ton and Mamtowoc is interrupted but 
P. car arrived from Mamtowoc Mon- 
day after a hard di ive. 
Isorth 
of 


Gieen BaA the loads are doubtful, .uui 
vest of Stevens Point and noith to 
ivard Iron River and Iron Mountain. 
the snow has drifted considerably 


Miss Apnes Rossmeis.sl returned on 


Tuesdaj from a vi-~it with friends in 
Fond du Txao 


Dr. D O. Kinsman, 
head of 
the 


economics depaitment 
of Lawrence 


college, will talk on Good Citizenship 
at a meeting of committees of Green 
Bay Womans club Wednesday after- 
noon 
in 
Gieen 
Ba> 
The 
-various 


committees of the tlub aie 
making 


a study of citizenship 


LAWRENCE DEBATORS 


START FOREIGN TRIP 


Two Lawrence teams will 
invade 


Illinois and 
Michigan 
Wednesday, 


Thursday 
and 
Friday 
this 
week 


m the first debates for the 
college 


speakers outside of Wisconsin this 
season 
The schedule of contests w itti 


Wisconsin cellege teams was 
com- 


pleted la«t week. 


Wednesdaj night 
the 
Lawrence 


negative team will debate the Wheat- 
on college affirmative squad in Osh 
kosh 
From Oshkosh the team will 


go to Naperville, 
111 , to meet 
the 


Northwestern affirmative on Thurs 
daj night 


The Blue affirmative speakers also 


will meet a. Wheaton college team, 
debating the negative at 
Wheaton 


Thursday night 
Illinois 
Wesleyan 


will be the opponents at Bloommgton, 
III , Fridiy night 


, Mask Ball, Nichols, Sat., 
Feb. 13th. 
$20.00 in prizes. 


Don't miss it! 


DARROW TO BE 


DINNER GUEST 


hicago Lawyer Will Be En- 
tertained by Bar Associa- 
tion 
Before His Address 


Here 


Clarence Darrovr, famous Chicago 


lawyer, wall be the guest of Outaga- 
m«e County bar association at a din- 
ner at 6 30 Friday evening, prior to 
his address in Lawrence 
Memorial 


chapel, it was decided Tuesday at a 
meeting of the bar association com- 
mittee appointed to arrange for-Mr 
Darrow's 
reception 
Mr 
Darrow 


will arrlte here at 6 o'clock and wi'l 
lea,\ e for his home in Chicago 
irr 


medlatelj after his address 


The demand for tickets for the lec- 


ture is growing rapidly and it is ex- 
pected that a capacity audience w,ll 
hear the famous Chicagoan 
targe' 


numbers of people are coming from 
nearby cities because this probably 
will be the onlv 
time Darrow will 


come into this vicinity. 


Jfr Darrow's view of crime, relig- 


ion and on other topics of outstand- 
ing interest ha\e kept him in the 
limelight for j ears. His abihty as i 
lawyer have made him famous and a 
great deal of weight is placed on his 
opinions 


His address here will start at 8'20 


AGED 
WOMAN 


KNOCKED DOWN 


BY 
LOCOMOTIVE 


Standing so UOSP 
to the Chicago, 


Northwc&tPrn railroad 
track at the 


W. Lawrenre-sl crossing that she was 
brushed by the locomotive of a north- 
bound passenger tiain at 2 20 Tues- 
day afternoon, Mrs Elizabeth Schmidt, 
838 W. Eighth-st, was knocked to the 
ground and hei npht elbow shattered 
She was able to Ret up and ualk 'un- 
assisted to a physician's office 
The 


bones in her elbow 
were 
broke in 


several places 


Mrs. Schmidt, who is 60 >ears old, 


is confined to her home 
The tiam 


which struck her was due at Apple- 
ton station at 2 2S and was in charge 
of Engineer Allar and Conductor Nib- 
bcrin. 
' 


ORGANIZE ANOTHER 


BOYS CLUB AT Y. M. C. A. 


Stanle.v Bauman was oloi ted presi- 


dent of the Badger Aces at the organ- 
ixation meeting 
of the i tub Tuesdaj 


evening at the Y. M. ('. A The club, 
an addition 
to 
the 
boys' duision 


groups "as 
organi/ed 
b\ 
Lloyd 


Townsend, a Lawrence college junior. 


and Ir.ider of the Avenue* Newsier He 
will m t as club leader The club name 
uas chosen at the meeting 


Other officers elected weie Desmond 


Schade. vice president, Lester 1'iettc, 
sergeant at atm« 
Chaitei members] 


of the club are SUinlev Bauman, Des- 
mond Schade, Lester 1'iette, c'arleton 
Zuelke, Lawrence Ertl 
Arthur Zei- 


bel, Howard Bowlbv. Bvion Baurain 
Charles Barrett, Jacob Verrier and 
Floyd Hoh 
Blue and 
uhite 
weie 


i liosen nt the 
< l.tis <olois ami .t pnn»- 


«ord and •seciet ritual «ere adopted 
The progi.un foi the ne\t tlnce urvkH 
folllows 
Fell 
16 bllslnevH inerlliig: 


]<>!> 2T-.sofi.il. Msudi 'i 
initiation 


Rummage Sale at Cong'l. 


Church, 9 o'c., Friday morning. 


VIRGINIA RAVENS 


TONIGHT — CINDERELLA 


INVITE SCHOOL HEADS 


TO K. OF C. MEETING 


Principals of all Appleton schools 


ha^e been «nvlted to attend the meet- 
ing of Knights of Columbus at Cath- 
olic homo Thursday n>ght when Ben 
.T Rohan, superintendent of schools, 
will discuss the junior 
high school 


curriculum. 
Mr. Rohan's address 


and a discussion of stud} 
courses 


will follow the regular business meet- 
ing of the council which starts at 8 
o'clock. 


Plriest Talks at CoEtegn 


Rev William 
Kiernan, 
assistant 


pastor of the St. Mary church, will 
addrese the college T. M. C. A. at its 
regular meeting Thursday night. 


STRASSBURGER ELECTED 


TRUST CO. TREASURER 


William 
A Strassburger. assif-tant 


cashier of First National bank, was 
elected treasurer of First Trust Co 
by directors at a meeting this week 
following the death of C 
A Dickin- 


son, president of the trust compan\ 
Peter .T. Goerl has been promoted from 
teller to succeed Mr Strassburger as 
assistant cashier 


Officers of the tuist companj now 


are 
R. S. Powell, president; 
L O 


Wissman. vice president, Edw ard V 
Sager, secretao . 
George Barn. as- 


sistant secretan. , AV A. Strassburg 
er, treasurer 


STOP ITCHING ECZEMA 


Penetrating-, Antiseptic Zemo 


Will Help You 


Never mind how often you have 


tried and failed } ou can stop burning 
Itching Eczema quickly by applying 
Zemo. In a short time usually every 
trace of Eczema. Tetter. Pimples 
Rash, Blackheads and similar skin 
diseases will be removed. 


For clearing the skin and making it 


vigorously healthy, always use Zemo, 
the penetrating antiseptic liquid 
It 


is the one dependable treatment for 
skin troubles of all Kinds 
Ask your 


druggist for a small size 60c or large 
bottle |I 00 
adv. 


Make Your Clothes 
Last Longer. 
VSf 
yjniB can be accomplished 


rajjying the spots and Mains ns 
soon as the> appeal 


Hot water takes mil fmit itains, 


biit if A ou u.se it on a milk or ocrg 
sUun it "drnes it in 
^nd makes It 


WQjp&e 
fcoap 
on the otlT-i hand 


takps out grease spot's and makes 
fruit stains wonse 
/There if, a remedj foi e\fi\ stain 


—even the scorched spots on rot 
(qn.and linen 


Write our Washington 
Bureau 


today for the free booklet that tells 
how to remn\e eighty-etght differ- 
ent kinds of slams 
Unclose two 


cents in stamps to OCA or the return 
postage. 


fVtdcrle 1. H«*kin. Dlrwtor 
Vh« AppUton P<Mt CrMC«nt 
Information Buraau. 
WMhlngton. D. C. 


I enclose herewith 


In atamps for return 


two cent* 
poRtage on 


a free < opj of HIP booklel RC 
MOVAL OF STAIXS 


|f MM 


ttat* 


$12.50 
Exchange 


Price 


The new rugged 


unior 
BATTERY 


Design&l especially for 


FORD CARS, 


Ifere is the battery you 
ha vejseen ^hoping for. 


Exide Battery 
| 


Service Co. 


B13 \V. College-Arc. 
Phono 44 


BEDROOM SUITE 


' m a modero way, perhaps descHbes the 


"Hertford" set as weflfl as mere words coidd. 


Not aflomTe OH lime does fit depend for fits charm, 


for the exqyjsite Fremch waflmnut fiensh amd tooches 
of copper brooze all emphasize its matniral dSstSinic= 
tDoui, In the less obtrusive refSmemeinits, too, the 
"Hertford" wnflfl be fomed delightful. 
For Smistainice 


the small jewel boxes on the dresser, bflesudSirag imto 
the deslge, yet fuIffilHinig a strictly Msefmil missioini. 


Bed, Dresser, Chest of Drawers $I94»75 


APPLETON, WIS. 


AIMt 


TO SERVE 
YOU WELL 
AND 
FAITHFULLY 
•-^ALWAYS JCP 


INSTITUTION- 
enney 
we. 


Luth. Aid Bldg. 


DEPARTMENT STORES 


Appleton, Wis. 


WHERE 


SAVINGS 


ARK 


GREATEST 
THRUOUT 
THE YEAR 


Spring Fashions In Frocks 


Newest Fabrics and Flares! 


Completely Captivating Colors! 


Among the best of the gifts of Spring 


are the new Styles in Silk Dresses! Our 
new Frocks embody all the joy and fresh- 
ness of Spring. See them! 


All the New 
Style Features 


Flares—plaits—smocking— 


elaborate sleeves — ties and 
throws—everything you could 
think of to enhance a Frock 
is represented. 


Unusual Colors 
In Soft Tones 


The colors simply capture 


you at a glance, 
They are 


"Rosewood," 
"Silver 
Grey," 


"Jennie Rose," "Blue-Laven- 
der," etc. 


For the Woman 


and Miss 


We are showing modes be-' 


homing to the sprightly miss as 
well as more dignified styles 
for the stately matron. 


Priced Most Sensibly ! 


Buy Early Here at Savings 


. Our Nation-wide low pi ices be- 
gin at the beginning of the season. 
You pay the lowest price here nowj 


$9.90 and $13.75 


Also Other Big Values at $16.75 to $29.75 


Cashing New Spring Coats 


In the Season's Best Styles 


Of course,' you'll 


buy your S p r i n g 
Coat here I And you 
may select it at any 
time now—for the 
Spring modes have 
arrived to beautify 
this Store! 


Our Usual 


Great Values 


See the new mixture 


materials I 
A variety 


of ultra-smart styles. 
Our same low prices 1 
These Coats, at, 
$ 14.75 


Better Quality Twill Coats $19.75 to $39.50 


Making Mountains 
Out of Mcle-Hills 


Some 
brood 
and 
make 


mountains out of mole-hill1'. 
Others take small things and 
develop them into factors of 
far-reaching importance. 


Men and women who look 
• round before they buy and 
then buy where they find 
they can get standard qual- 
ity goods and save the most 
money, are building solidly 
for the future. 


The J. G Pennrv Company 


eliminates the profits of the 
middleman and exercises its 
tremendous 
buying power 


for the benefit of the thou- 
sands of customers of iti 
hundreds of Stores. 


It does not make moun- 


tains out of mole-hills but 
tids its patrons by convert- 
ing various 
small savtnga 


into big savings for the 
public. 


Buy Your Fur Coat Here! 


Fine New Selection Just Received 
Luxurious Dark Skinned Coats, 


exceptionally 
hoavy 
furred 
and 


beautifully matched. Secured by our 
expert buyers throug'i 
our un- 


equalled bin in? connections 
QuaJ- 


ity considered these Values cannot 
be equalled anywhere. 
See Them 


Now! 


Including1 Bay Seals, Fine Dark 


Muskrats and Hi'hcr Muskrat. 
*159 
50 *169 
50 *189 
50 


Cloth Coats 


Priced Very Low 


Just think of buying a beautiful, 


new, 
fur trimmed coat at such low 


prices. But you will be that fortu- 
nate if you take advantage of this 
offer 
which 
our superior buying 


power makes, possible. 
$5.90 to $24.75 
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MENASHA NEWS 


CHARLES W1NSEY, News Representative 


MENASHA NEWS DEPOT 


Circulation Representative 


100 PERSONS'TO 


HAVE PARTS IN 


ELKS' COMEDY 


Twenty-two Scenes in Eiab- 


01 ate Production at Nee- 
pah Theatre 


FARM INSURANCE 


COMPANY MEETS 


IN HORTONVILLE 


NEENAH NEWS 


GEORGE GARDNER 
News Representative 
Phone 1048 


KOROTEV BROTHERS 
Circulation Representative 


AUTOMOBILE UNABLE TO 
DIGTHROUGH_DEEPSNOW1Has 56 Losses for Total of 


$14,373, 
but 
Possesses 


Balance of $9,797 


Mena.sliii—H. M. Northrlip and \V 
c, FnodlaiKi attempted to make an 
automobile trip to Wisconsin Kapifls 
Tuesday but failed to 
reach 
their 


destination, because of the condition 
01 the roads. They left 
here at 
7 


o'clock in the morning and after bat- 
time with snow drifts until within 13 
miles of Wisconsin Rapids they st.irv 


Special to Post-Crescent 


Hortonville — At the yearly meet- 


DRIVES INTO DEPOT TO 


AVOID SMASHING GATES 


Xeenali — Wilfred Becker, driver 


for the G. Ulrich compaly, avoided a 
serious accident at the Commercial- 
st crossing of the Northwestern rail- 
road Monday afternoon 
when 
he 


drove his car on the depot platform 
to avoid crashing 
through railroad 
_ _ 
,. 
, 
. T 
w 
.. 
the 1- armors Home Mutual In- gates whlch were lowered just ahead 


surance company last week, the same 


miles ! officers were elected, wtih the excep- 


towards home they wero stalled in :. • tion of P. 
drift and were pulled out by a farm-. a-a director 


McnasliA — Twin City Elks 
will 


p'i'sent 
"Vanity 
Fair 
Revue." 
a 


vtiin-. at Xeena'i thratie Thursday 
.•i!,i 
Fr.day. 
Feb. 11 and 12 
The 


iv-t is composed of more than 100 
persons, moulding 
noar'.v 
a 
dozen 


soloists, vaudeville performers, musi- 
cians, 
dancers. 
Mannequins and 


French models. 


The satire is staged and equipped 


by the associated Producers. Inc.. of 
Fostorin. O., 
and 
the director 
i* 


Hazel Robertson. 
The proceeds 
go 


to the Elks charity fund. The sale of 
tickets is being1 conducted 
by mem- 


bers, 
each 
having 


specified 
number to 


.-ire being reserved at E. G. Sonnen- 
berg-'s drug-store. Menasha. and Lef- 
fingwell Bros." drugstore, Neenah. 


There are 22 scenes in the satire 


which include The Realm 
of Just 


Suppose. The Box Office Scene. Bob- 
bi« and Her Boy 
Friends. Vanity 


Pair Revue—the Cover, the Editorial, 
Vaudeville. Clco's End. "Ettiquette." 
Travel, the Game "Mali Jong." The 
ftlk Stockings. 
Melodrama — "The 


Blont who wns succeeded 
by Samuel Sehulz. 


or .mri a team of horse*. They reach-i 
The directors are: H. C. Bartltn. J. 


fd home shortly after S o\lock in the H. Leppla. James Wittlin. Frank Rei- 
evenmg. 
mer. S-imuel Sehulz. The officers are. 


i President. H. C. Gartlin: secretary. 
Rtifus Poole: treasurer. Frank Rei- 
mer: special examiner. J. H. Leppla. 
NEW HOCKEY TEAM IS 


LOOKING FOR GAMES>«% 
i amounting 


Menaslta— The Rounder 
hockey 


team organized a few weeks ago has 


six jrames and' is undefeated. 


- 
r 
to ?14.3i3.o6. 
After 
all 


losses and other expenses have been 
paid there is a balance of $9,797.07. 


The village has purchased 200 feet 


of hose for the fire company. 
Walter Adrian, its manager, is en- 
deavoring: to secure additional games. 
The team is composed 
of 


from 16 to 20 years of age. 


The Rounder baseball 
team 


been 
given a ' managed by Adrian, made an enviable 1 Friday evening: they played the Eagle 


sell and seats \ record last season. Out of 21 games | River team at Eagle River and were 


played it won all but four. More than I defeated by a score of 21 to 5. 
half the games were played out 
of j George Jones attended the 
hard- 


I 
The high school boys 
basketball 


team and its coach Donald Morgan 


players , |eft Thursday for Three Lakes where 


j they played that team Thursday eve- 


also j nlng. 
The local boys won 14 to 7. 


town. 


SOCIAL ITEMS AT 


MENASHA 


j ware convention at Milwaukee this 
•week. 
, 
The annual business meetipg of the 


Lutheran Ladies Aid society"was held 
Thursday 
afternoon. 
Forty-eight 


members were present. Mrs. Edward 


i Ponto was elected a member of the 
genera! committee in place of Mrs. 


Becker says he did not hear 
the 


warning bell and he was too closo to 
the tracks to 
were lowered. 


stop 
He 


when the gates 
was not injured 


and -his car was not damaged. 


KAUKAUNA SENDS ITS 
DEBATE TEAM TO NEENAH 


Neenali—Kaukauna 
and 
Neenah 


high school debating teams will meet 
Wednesday evening at Kimberly high 
school auditorium, in the second de- 
cision contest here. Mayor George 
Sande will be chairman. Following 
the debate a dance will be held m the 
gymnasium. 


KIWANIS OFFICERS 


STUDY CLUB'S AIMS 


Xeenah—Objectives 'of the Kiwanis 


work were discussed Tuesday after- 
noon at a meeting of officers and di- 
rectors of the recently organized club 
here. Commltteemen were called in 
and advised 
in arranging a three- 


months program for the club. Mayor 
George Sande and F. L. Fadner. vice 
president of the club, will be the speak- 
ers next Wednesday noon. 


WRISTON TALKS ON 


GOVERNMENT BUSINESS 


Necnah — Dr. Henry M. Wriston, 


president of Lawrence college, spoke 
before a largo crowd Tuesday evening 
at the dinner given by Fraternity club 
of the Methodist church. The speaker 
Kave an interesting 
review 
of his 


three year stay in the nation's capitol 
during- which he was engaged in re- 
search work for a historical society. 


While not in an official capacity in 


Washington, he said th^t he had oc- 
casion to be with the 
secrej&ry of 


state and work with him. He told of 
the amount of red tape attached to 
the passage of bills, the 
amount of 


work required 
congress. 


to get a. bill through 


NEENAH 
BOWLING 


CITY LEAGUE 


Neenah—City league teams 
rolled 


at the Neenah bowling alleys. 
Lakeviews won three 
games 


their weekly games Tuesday evening 


The 
from, 


Old Timers, putting them in tie for 
first place with the Queen 
Candies. 


Xeenah Paper Co. team walked off 
with three games from the Goodyears 
Queen Candies won two from the Jer- 
sild five; Banks No. 2 took two from 
the Crabs; Banks No. 1 took two 
from Reversible Shirts and the Quinn 
Radios hit the Bergstrom 
five 
for 


two games. 
High single score was 


NEENAH SOCIETY 


Menasha—The ladies of St. John Charles 
Deistler. 
Mrs. Arthur 


Scarlet Widow." Advertisement. What' church will give a card party Thurs- Schmidt was reacted treasurer. The 
the Ladies Will Wear, fkelele La- ' day evening "at St. John school hall, members decided to hold a bazaar af- 
il'os. Fine Art. Grand 
Opera. 
The! Prizes will be awarded. 
; ter Easter. 
| 
CHURCH ELECTS 


Miss Anita Schiesl entertained the | The Catholic congregation held iis| Xeeiiah— Young women employed 


Monday Evening Bridge club Monday I semi-annual 
meeting 
last 
Sundav.jjn the office 
of the Kimberly-CUirk j " 


evening at her 
home on Broad-st. ; ancj tne following1 
officers were re-|Co.. will 
be 
entertained 
Tliuisd:i;. 1 


Tango, Drama—Lochinvar. Old Fash- j 
loned Garden, Automobiles, and The i 
Back Page. 
j 


Among the soloists are H. 
Ja.ck ' 


Hoheisel. 
Ralph R. Williams, Ruth j Prizes were won by Miss Alma Beisel. elected: 
John 
Steffen. 


Crawford. Bernice Rasmussen, H. E. 
I-andgraf. Beatrice Hyson, and Ei- 
leen Fi'zgibbon. 
Those taking part 


in the Box Office Scene are William 
G. Trilling, Clarence 
H. Bllingrboe. 


Mrs. F. G. Dexter, 
P.. R. Seroogy. 


Gladys Bloomstrom. Lucille Ruther- 
ford. R. C. Miller. Carl Rjmich. Ade- 
line 
.Torgenson. 
Charlme 
Gruper. 


Kenneth Pakalski. and Marion Ster- 
ner. 
In the scene. Cleo's End. B. R. 


Sci oogy takes the part of Cleopatra. 
Queen of Egypt, and Arthur 
Scholl 


the part of Caeser 
Augustus. 
The 


leader is Clarence H. Ellingboe. 


Tlu- c,i«t of the Scarlet Widow 
is 


. mnpospd 
of H. E Landgraf. B. R, 


Sei-MO'-r}-. 
11 
C. 
Miller. 
Kenneth 


I'.ikalski. Mr-. V. G Dexter. Harold 
S'-hi>ll and Har\oy Jorcc-nson. 
The- 


Mannequins run?ist of Harold Pcholl. 
.lolin Hoheisel. John Schlegel. Frank 
Thalkf Christy U'.ilfr. and Richard 
Schlegel. 
The 
1'keleh- 
lanies 
are 


.V.'ircarPt Pheorin. Marcella Pankratz. 
.Margaret Ryan. 
Uettj 
Weyenberg. 


Amlal D.ihms. Viola Lanskron 
and 


Fred.i Krebtean. 


The entire cast is made up of per- 


Muis who have special talent for the 
parth asMgni'il them. 


Miss Marie Schma^z and Miss Mar- 
garet Ahrens. 


rolled by 
Harry Farmakes 
who 


slammed the pins for 25t posits. Ar- 
thur "Daisy" .Draheim with a score 
of 632, was high in the three game 
series. 


The scores: -- 
Banks No, 1. Won 2, Lost 1—Clau- 


sen 180. 173. 172; Peck 179, 178, 158; 


142, 193, 153: Hennig 185; 185, 


185; 15. Malauf 185, 197, 211; Totals 


secretary, j evening at the home of Mi*s Anna S7:!l 92G- Sl9' 


i Gram. E. Wisconsin-ave. Bridg* *\ t!l 


The T\ omen's 
Benefit 
association 


pave a card party Monday evening at 


Columbus hall. Prize Thursday night at Appleton. 


Vincent 


the Knights o 
winners were: Bridge—Mrs. Bernice 
Meyer, Miss Viola Handler: schafkopf • new 
front 


—Fred Selsrert. Mrs. B'bbs. 
Mrs. &nOp. 


Schieri: whist—Mrs. Jankowski. Mr?. ' 
M. Muntner. Mrs. Theodore Beach. 


Frank Klein, treasurer. 


Miss Cecelia. Steffen spent Thurs-j he played. 


day at the Harold Grossman home .at! 
Dale. 
• 
The Young Ladies' sod<ihiv oC 
Ft. 


Mr. and Mrs. 
Orlo 
Slater 
spent; Patrick church has arranged for a 


, mask ball to be given Thursda.- cve- 


Freiburger is 


put on 
his 


Conrad H. Mann. Kansas state sec- 


retary of the Eagles, will give an ad- 
dre«s before the Eagles at their meet- j the 
inc next Thursday evening. He will this week with his sister. Mrs. D. A. 
discuss the work the Eagles are doing. iMathewson. 


Lawrence Dabareiner was 


having) 
a; nlng in the school club room.1-, 


blacksmith' committee has 
been 
appointed 


'take, charge of the special"";.! T 


Mrs. George Jones. Mrs. Raymond ment features of the evening. 


Riedl, Mrs. D. Cottrill and Mrs. D. A. j 
Mathew-son 
wtre 
Oshkosh 
visitors' 


Wednesday. 


Roman Steffen 


University "^ 


A 


The Afternoon card club will be 


tertained 
Thursday 
by Mrs. Albert', -_ 


who is attending Sehroeder at her homo on S. Com- 
Wiscon»in. spent mercial-st. Bridge will be plajed. 


A dinner i\ill be given 
-tning by Eastern Satr 


Catholic "Daughters of Americi nelJ ness visitor at Milwaukee Thursday' rooms in Equitable Fraternal "Union ," 


a business meet in'.; Tuesday evening 
at Knights of Columbus 
hall at'tt-r 


which a proerani in 'he form of 
.-> 


i radio stur.t was given, 
part in the pros-ram were'Mrs. G. W. 
' Loomanf-. Mr=. S. E. Crockett, 
nor dough. 
RcMtripp 
Hyson. 


Rufus Hough. MIJ-«. 
"Dorothy 


i and 
Mi«s Irene Schmidt. 


and Friday. 


Mr. and Mrs. A. Krueger of Ap- ''5' initiation, 


pleton spent Thursday afternoon at 


building . The dinner will be followed 


Reversible Shirts Won 1. Lost 2— 


T. Asmus 149, 184. 186; A. Redlin 176, 
176. 176; E. Mielke 174. 185. 137; H. 
Schultz 173. 162, 162: W. Kuehl 199, 
183. 183; Totals 871, 890, 844. 


Queen Candies—Won 2, Lost 
1— 


Zerbell 209, 214. 156: H. 
Farmakes 


l o>1S7. 183, 251; Nickels 198. 174, 168; G. 


Farmakes 170. 123. 212; Mitchell 17C, 
1!'9. 222. 'totals 940. 819, 100!). 


JerMId 
Knits—Won 
1, Lost 
2— 


Woekner 170, 194, 180; Blank 160, 1ST, 


alfabs ISO, 147. 160; Jones 151. 


235, 186; H. Kuehl 205. 1S5, 221; totals 
S75, 91 S. 963. 


Lakeview Paper—Won 3. Lost 0— 


WedncMlaviB-ludo 17°- 1li2' 2'^- Shinncrs 161, 159. 
it its Iodcel l s 2 ; Nash I"6- 192' 199; Johnson 187, 


- ..... lgg. r^i-sen 159, 229, 171; totals 


853, 96S, 965. 


Thr.«e taking'! the Charles Krueger home. 
j 
MrK- Anna Farbach entertained 
Hie 


Mrs. Edward Klinge.-t spent Thurs-; Victory card club Tuesday evening at 


Xew Lon-' ner home in Menasha. 
The evening 
*'^z- day with her parents at 
Mrs. don. 


H. L. Bigford of Oshkosh. was 
a 


business visitor here Wednesday. 


' 
1 Mr. and Mrs. George McElroy au- 


Lucille Fahrbach entertained toed to Beloit this week to attend a 
if. W. club Tuesday evening sa,B ot- Brown Swiss cattle. 


was spent in playing schafkopf. Prizes 
were won by Mrs. George Altmeyer, 
Miss Emma 
Gra-ssel, Mrs. Farbach 


and Miss Minnie Rectz. 


[ 
Old Timers— Won 0, Lost 3—Haase 


j 132, 158, 159; Denhardt 170, 148, 143; 
'Schmidt 160, 223, 203; Lampert 190, 
197, 141; Pingel J.93, 204, 177; totals 
S51, 930. 823. 
* 


1 
Liberty—Won 3. Lost 0-Kelly 164, 


1!)0, 
3G5; 


225. 579; 
Pagel 


Wihlpolt 128, 137. 100. 


146, 89; Jackson 133. 


ON MENASHA'S 
BOWLING ALLEYS 


Miss 


the J. 
at her home on Broad-st. Bridge was 


, played and the prizes were won by 


i Miss Esther Karrow and Miss Bea- 
! trice Foth. 


Neighbors 


y attended. 


EAGU3 LEAGUE 


Menasha— In 
the 
Eagle league 


Tuesday night on 
Mcnasha 
alleys. 


Liberty took 
three 
straight 
from 


Truth, while Equality and F. O. E. 
10fi3 each won two from Justice and 
Kaprle club. James Kelly rolled high 
score, 225, for 1'ne evening. H. Schif- 
ferling was second high with 218. 


Scores: 
Justice—Won 1, 
loHt 
2—Burrows. 


195. 1S1, 13S: Hart, 121. 122, 106; J. 
Meyer, 111. SI, 136; Coptr-llo, 1-10. 140, 
1-50: G. Schifferling. 16S, 172, 181; han- 
dicap, 33, 33. 33. Total—708. 729. 734. 


Equality—Won 2, lost 1—Leonard, 


144, 135, 161; Maitland. 12f.. 177. 154; 
Ahrens, 93, 93. 93: H. Schifferling. 131, 
14G, 218: Carley. 169. 17S, 206; handi- 
cap, 46. 46, 46. Total—713, 775, S58. 


Bergstrom Paper Co.—Won 1. 


3—Bergstrom 1S5, 185, 155: Strange 


Officer's of the Eastern Star 


' tair.ed Wednesday evening .fallowing 
' n business session. Bridge and schaf- nl^~ 


Kopf were played and the prizes at{ 
^ 


Bridce were 
won by Mrs. C. 
W. 


Sawyer, TT. W. Jones. Mrs. Joseph; 
Coyle. Mrs. John Harper, and schaf-j 
kopf by John Harper. 


Royal 


Mr. and Mrs. Harris Hauk and son, families Tuesday 


Edward Klein and daughter Li- QUerade at Eagle hall. 
and Floyd Hauk visited at the 


|E. E. Xyp home at Xeenah Sunday. 
1 
Mr. and Mrs. M. Durfus and fain- 


enter-, j]y nave moved to Appleton. 


Mrs. E. C. Otis is ill with pneumo- 


entertained 


at a 


150, 153, R. Resch 203, 197, 203; hanch- 
t-aj> 77; totals 788. S97. 847. 


Truth—Won 0. Lost 3—P. Heavens 


143. 117, 


H7; Parker 


146; 


LITTLE CHUTE 


BAND CONCERT 


DRAWS CROWD 


Rehearsals Now Being Made 


for Joint Performance With 
Kimberly Musicians 


Special to the Post-Crescent 


Little Chute—At least 250 persons 


attended the second 
annual 
winter 


concert given by the members of the 
Little Chute band at the local theatre. 
The program was well rendered. The 
personnel included all the new mem- 
bers who joined the band since last 
September. The band has 33 members 
and is under the direction of Anton 
Van Imbergen of Kimberly. 


Rehearsals are now being held for 


a concert to be given in May by the 
local band and the Kimberly band of 
50 members, thus making- a total of 
about SO musicians for this concert. 
Plans are 
also - being made by the 


members of the local American legion 
and the band for a celebration on In- 
dependence day. Wednesday evening, 
Feb. 10 members of the band will en- 
tertain at a dancing party at the vil- 
lage hall. 


The personnel of the band is: Man- 


ager, Stephen M. Peeters; trombones, 
Henry 
Frank 


J. Heitpes. 
Ben Hurkman, 


Peeters, Peter Van Der' Zan- 


den; baritone. Richard Peeters; son- 
saphone. William 
Hammen; 
tuba, 


Martin Heitpes; drums, John "W. Van- 
Den Berg, Martin A. Heitpes, Sylves- 
ter Jansen; altos, Nicholas Derks. Da- 
vid Hartjes, Ben Jansen, Henry Derks, 
August Van Dtnnhoven, Nicholas H. 
Derks; saxophones, Joseph De Groot, 
3enry Driessen, Raymond William- 
sen. Arnold Van Asten, Chris Smith, 
?eter 
Biesterveldt, Harold Jansen; 


clarinets, Charles Peeters, Ralph Van 
Den 
Heuvcl. 
Joseph Doyle, Henry 


Weyenberg, Martin Berghuis; cornets, 


'larence Peeters, Nicholas DC Bruin, 


Sylvester H. Jansen, Bernard Van 
Den Boom. 


GIVEN SURPRISE 


Miss Isabelle De Groot, Grand-avef 


was pleasantly surprised at her Home 
Tuesday evening by a group of friends 
n honor of her birthday anniversary- 
Dancing and games provided enter- 
tainment. Those present were: Misses 
Elva Van Don Berg, Loretta Gloude- 
mans, 
Dorothy 
Miron, Angela Wil- 


iamsen, Marie Verstegen, Catherine 
Hammen. Alice Lucassen, Lucy Van 
Dinler. Aarnes and Cecil 
Williamson, 


and 
Edward Van Den Berg, Louis 


Ver Hairen. John Do Groot. "Raymond 
Wildenbertr. Walter Ver Hagen, Mat- 
thew 
Molitor, Lambert and 
Julius 


chommer. 
Clarence Grcinor, Chris 


Van Daalwyk and Louis -fipaay. 


Miss Anna Wonders has accepted 


a position at the Congress hotel, Kau- 
iauna. 


J. Schiffender of Milwaukee, spent 


Wednesday here on business. 


John J. Van Handle was taken to 


St. Elizabeth 
hospital 
Wednesday 


where he submitted to an operation. 


About 225 persons attended 
the 


card party given by the members of 
St. John parish in" the church base-- 
ment Tuesday evening. Schafkopf and 
rummy were played and prizes were 
awarded to Miss ' Antoinette 
Kroes, 


Mrs. Nicholas Huisman. Alois Wcyen- 
pvpnincf 
^- 
The'rrirtv \\"as ' stuehrer 128, 158, H7; Parker 119, 
' | 119. II!); Egan 156, 15-1, 170; handicap parly 
will be held Tuesday evening. 


berg and John Pcnnennberg. The next 


BAND WILL PLAY FREE 


CONCERT IN ARMORY 


Feb. 16. 


Mrs. Carl Fahlstrom entertained 12 


friends at her home Wednesday eve- 


Nceiiali—A free 
concert is to be 7 


'given at S. A. Cook armory in March 


son was horn to Mr. and Mrs. 
r Knapp this week. 


A. Haller 
entertained 
the 


i bridge club Thursday evening. Prizes rection uf Prof. Edward Mumm. Re- 
^"ere won by Miss Tena Buck. Mrs. huarsals are beins held each Tuesday 
' R. C. Kuhn and Mrs. J. Meyne. 
Group X". "-. of the ladies of the, Mr nnd 
Mra_ Jrvin 
gteffen have 
Congregational church met Wedne-'mQved in with Mr_s_ prank gteffcn_ 
day afternoon at the home of Mrs.; 
Fred Peterson, Broad-s-r. The after-] 
' I~^ZL 


r.oon wa-s occupied with sewing for 
an Easter sale. 


4R: totals 694, 783, 749. 


Eagle Club—\Von 2, Lost 1—Trellis 


132. 141. 155, 428; Glcy 116. 99, 112,. 
327; AV. Meyer 
120, 320, 120, 360: nincr. 
Bridge was played and prizes 


Kolashmski 119, 127, 179, 425; Hahnnn | were awarded 1o Mrs. Forrest J. Hall, 


373, 110, 511; handicap 105: Xotal'and Miss 
Laura 
Gloudernans. 
The 


.guests included: Mr.s. C. J. Bell, Mrs. 


1, Lost 
2 — i A. C. McTntyre, Mrs. Forrest. 
Hall, 


108. 
fit). 765, 841. 


F. 
O. E. 1063—Won 


y Neenah Community band under d'i- Sodolski 187, 144, 12S. 450: Stelri i:>S, 


Mrs. O. W. Rwenson entertains the, 


Wednesday 
Evening 
Bridge 
clubi 


Wednesday evening :jt h^r home. 460 
Milwaukee-st. 
• 


MENASHA 
PERSONALS 


evening in the citj hall. The concert 
is to demonstrate "to the 
people 
of 


Xeenah what this organization has 
been accomplishing during the win- 
ter months. 


169. 128, 455; Seitz 160. 152, 1.1 
C. Berens 150, 150, 150. 450; C. 
166, 206, 189, 501; handicap 1: 
S22, S22, 735. 


9. 4.-.1; 
P,a yer 
totals 


PARENTS WORRIED WHEN 
SON DOESN'T COME HOME: 


NEENAH 


PERSONALS 


Mrs. John G. Jansen, Miss Margaret 
Scannel, Mrs. Frank AA'cyenbei-R, Mrs. 
A. P. Rock, Mrs. John 
Koehn and 


Mrs. George Arerstegen. 


A 
daughter was born Monday to 


Mr. and Mrs. George Harmsen, Main- 
|st. 


I 
Miss Harriet A^an Handle called on 


1 friends in Wrightstown Sunday. 


\Adventures 
Of The Twins 


The Iliily Go People Go Fishing: \ 
"I've got a bite. 
There's 
some-1 


thing on my book," 
cried 
Limber 


Long- Legs as all the dolls sat around 
the laundry pool in Hldy Go Land. 


"Pull it up. Let's see! Hurry!" 


cried the dolls excitedly. 


So Limber Long Legs jerked 
up 


his line, and there dangling from his 
hook hung a striped collar. 
He had 


it right through.the button hole. 


"Let me see that 
please," 
said 


poor Mister Havalook. "It looks ex- 
actly like the collar that belongs to 
my candy-striped shirt. 
Neither of 


them came home from the laundry. 
Indeed all my laundry was mislaW 
and I got someone else's by mistake." 


Then the Twins remembered 
that 


the very first time they liad seen the 
poor worried little fairyman, he had 
been carrying a bundle "of laundry 
under his arm—the wrong bundle, as 
it turned out to be. 


"Yes, sir," said M'iss Pithers, who 


was very well educated, "it has in- 
itials on it 'P. M. H.' " 


"Poor Mister Havalook! That's ex- 


actly dt!" declared Belinda, excitedly. 
"I'm sure I'm very much obliged," 
said poor Mister Havalook. 


"Shall I wring it out for 
you?" 


asked Nancy. 


"Do. please." said 
the 
fairyman. 


"Yes. please do. I mean. do. please." 


"I've got a bite, too!" cried Sailor 


Snm just then. 
"Something is 
on 


my hook and it's so heavy I can't 
lift it." 


"I'll help," said Nick. 
"Perhaps it's a shark. 
Be care- 


ful." .^aid Sailor Sam, who knew al> 
about the sea. 


"It 
looks 
more 
Kkc 
a zebra," 


laughed 
Nick, 
privinpr 
the 
line a 


strong pull, and landing 
something 


striped and shapeless out on the 
bank. 


"Jimmy Jordan!" cried poor Mis- 


ter Havalook. 
"11 's my shirt — my 


cundystr-iped 
shirt 
as 
sure 
as 


mumps- Oh, my poor dear shirt. I 
never expected to see it again." 


"No wonder you didn't get 
your 


laundry back." srvld Nancy. "It all 
went down the drain." 


"T see it all now 
quite clearly." 


said poor Mister 
Havalook. looking 


around 
to find out if anyone 
elso 


had had a nibble. 


Ruro enough Toddy P.enr wa^: just 


pulling up a polka 
dot 
sock 
and 


Black Dinah had the other. 


Poor Mister 
TTava'ook 
hesran 
to 


Miiile—indeed 
ho 
began 
to 
grin. 


Really lie almost laughed aloud, 
he 


was so pi rased to get his 
clothes 


1 ack. "It's almost like Christmas," 
ho whispered to Nick. 


After thnt the Hidy 
Go people 


found all sorts of things. Two pock- 
et handkerchiefs and a nighty and 
some other 
things 
that 
fairymen 


wear underneath. 


It was all there, every stitch nf 


it, and Black Dinah said she 
would 


iron them all out as soon as 
they 


sr>t bank. 


"A lot of prooil that does me." ."--aid 


Calamity to Mrs. Jigsrs. 
"T haven't 


found a thing yet and T suppose1, - T 
must, go for t^e rest of my days un- 
covered " 


But at Ihat minute she felt a pull 


on her fish hook. She was j-'o excited 
•is she said afterward, thnt she 
al- 


mosi dropped 1he lino and all. 


What did Mie haul out of the laun- 


dry pool but a lovely lace mat. 


"Didin't T tell yon?" nodded 
Miss 


ll;iggedv. 
"That's an 
antimacassar. 


It would make a lovely wedding veil, 
though it is intended to put on the 
I neks of chairs." 


"Well, that's a .start." snid Ca'am- 


THOXINE 


! Stops night coughs in 
I 1.5 minuteft or money 
1 back. No chloroform 
j Pleasant taste—One 
'swallow docs the 
1 work. 35c,6Oc.$l. 


AH druggists. 


Hy proudly. 
"1 shall jjut it in in 


hope chest." 


"Oh. let's 
go 
homo," said 
Mi. 
1- 


Crinoline crossly. 
"I haven't foun 


my skirt yet." 
' 


"Let's go back in a bout," sai 


Sailor Sam. 


(To lie Continued.) 
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STATE WEDDINGS 


KASTEN-VAN BOXTEL 
Special to Post-Crescent 


IJttle Chute— Miss I,ydla Kastel 


daughter of Mr. and Mrs. Herma 
Kasten, of Appleton, and PePter Va 
Boxtel, son of Mr. and Mrs. Henr 
Van Boxtel, of this 
village, 
wer 


married 
at 
9 o'clock Wednesda 


morning by the R'sv. John Spranger.1 
The attendants were Miss Nellie Va 
Boxtel of this place and Harold Hoi 
fensberger of Appleton. A weddin 
breakfast 
was served to about 
5 


guests at the Van Boxtel home. Mi 
and Mrs. Van Boxtel will make thei 
home in this village. 


The United States possesses 50 pr 


cent of the steel of the world. 


I STOP CATARRH! OPEN 
| 
NOSTRILS AND HEAD 


* 
ru.-.u-1-i 


f Says Cream Applied in Nostrils 
I 
Relieves Head-Colds at Once. 


If your nostrils are clogged ar?d you 


head is stuffed and you can't breath 
freely because of a cold or catarrr 
just get a small bottle of Ely's Crean 
Balm at any drug store. Apply a lit 
tie of this fragrant, antiseptic crean 
into your nostrils and let it ponetrat 
through every air passage of you 
head, soothing and healing the ir 
flamed, swollen mucous membran 
and you get instant relief. 


Ah! how good it feels. 
Your no> 


trils are open, your head is clear, 
more hawking, snuffling, blowing; n> 
more headache, dryncss or strugglin; 
for breath. Ely's Cream Balm is jus 
what sufferers from head colds ani 
catarrh need. It's a delight. 


ACCIDENTS 


indshield 


tin Rain, Sleet or Snow 
' 
' 
' 
" 
' ' ' 
' 


Easily Installed 


" ' ' * ' 
v 
' 
' • 


Appleton Battery & 


Ignition Service 


210 K. \Vas!iiHBlon-St. 


i'lione 101 


her home on First-st. Schafkopf was atives. 


1S6. 197, 181: Vandewalker 163, 181, .played and the honors were won by 
18S; Daisy Draheim 213. 177, 242; ; Mr<=. George Atlmeyer. Miss 
Emmu 


Gossett 184. 184, 184. Totals 931. | Gra^sel. Mrs. Anna 
Fahrbach 
ancl 


924. 981. 
j Miss- Minnie Reetz. The next meeting 


Quinn Radio—Won 2. Lost 1—Xe-;-i v. ill be held at the home of Mrs. Hen- 


bauer 179, 213. 153: Laursen 170, 183, i ry Sleeker, Third-st. Xeenah. 
ISO; Devine ISO, ISO, 180; Engles 17C,. 


held 


1 
• 
I 
Neenah—Gordon Pope, left Tuesday 


M>nasha—Mr. 
and Mrs. Clifford 
Xeenah—Harold Solomon, 
sou of ; afternoon for Algoma and Oconto on 


Koslowski of Kenosha are spending Mr. and Mrs. John Solomon. Di\ isinn- , business for the Equitable Fraternal 
entertained | tnejr honeymoon at the home of OffL- st. has disnppeared from his 
home ' union. 


C. A. Babcock has returned from 


his whereabouts 
The young man j a business tr-'p to Xew York, 


home, on .Inn. 27 telling his father [' Albert Kuehl. Jr.. submitted to an 


Mrs. Anna 
Fahrbnc'.i 


Lo t^he Victory club Tuesday pyening at i cer Alex. Slomski and with other rel- and anxiety'is fMt by the parent's as 


• t o 


Mrs. John Schrcibeis and Mrs. Jo- 


seph Luka have 
returnr.-d from Ber- he would not be back for supper, 


lln. where they attended the eighty-- has not been .-.eeii or heard of since, 


birthday anniversary celebration Efforts to locate him have been un- 


17R, 17R; Creavin 227, 194. 142 Totals 
934. 948, S42. 


Crabs—Won 1. Lost 2—Leopold 223. 


179. 190; Witt 178. 17S. 178: Ct -ia 
178. 173. 214; Kobs 
If,;,, 
185. 1S5; 


Malouf 185, 185, 185. Totals 949. 000. 
fif.2. 


Banks Xo. 2 — Won K, Lost 1 — 


Austin 189, 1915, 166; Powers 174. "l&j. 
IRS; Haase 219, 172. 183: Kinklc 193, 
i:,2. 209; Muench 197, 197, 180. To- 
l.ils 992, 902, 926. 


doodyears—Marty 
14S, 141. 162: 


Carson 172, 167. 170; Sherman 
193, 


13a. 156; Kohrt 
155. 230, 201; Metz 


174. 152, Ifil. 
Totals S42, 845, S50. 


Xeenah Paper Co —AV. Asmus 167, 


2(>7. 164, C. Handler 163. 220, 164; 
l.uiz I Sit, 
194, 177: M. Redhn 


174, 172: C. Burr 17S, 178, 178. 
ials S5M, 963, 853. 


Elk ladies held their semi-monthly 


card party Tu*-s<l.iy afcr-rnoon at the 
Elks club. Bridge -wns played nnd the 
prizes were 
won by Mrs. Charles 


Strong and Mrs. A". M. Landgraf. 


Miss Emma Thines r-ntertains the 


Only Us club Thursday afternoon at 
her home on Fir.n-Ht. 


The Young Ladif-s sodality held a 


161, 
To- 


1,249 DEPOSITORS IN 


MENASHA SCHOOL BANK 


bu-,:pr-ss meeting Tuesday 
St. Mary school hall at 
which 
the 


Rc-v. John Hummel K,-i\e a brief talk. 
Cards followed and tlif honors were 
won by Miss_Rose 
S'-hterl and 
Miss 


Eleanor Frederich. 


Miss 
Mildred 
Morgan 
and Miss | 


Flossie Brown entertained 3u 
friends 


at a farewell party Tuesday evening 
at the home of the latter for Miss Ju- 
dy Brown, >who is about to return to 
her home in Michigan. 
Games were 


played. 


i of Mrs. Martin Arno. formerly 
of 


' Mena.sha. 
, 
Harley Gottfried, 
son of Mr. and 


, Mrs. Elmer Gottfried, is seriously ill 
' with pneumonia. 


A. W.vSchellin of Milwaukee was in 


Mena.sha Tuesday on btismehH. 


G. W. Coilipp 
has returned 
from 


Milwaukee, where he took a course of 
training in vulcanizing. 


D. Hov.-Ies and Richard Groth were 


Green Bay visitors Wednesday. 


Philip Brown has returned to hi.s 


duties at Grade's Pantormna after he- 
. 
. 
. 
h 
« 
- 
at ,, 
confinefj to hin homft 
for gevcral 
Vm 


successful. 


BOTH PARTIES IN SUIT 


ARE AWARDED DAMAGES 


N>enah—At thus L,. M.itsche of Chi- 


cago, was 
awarrler] $600 
Tuesday 


afternoon hy the jury in Circuit court, 
as settlement for damages Deceived 
in an accident in which his car was 
collided with on Route 26. by a car 
drivenhy Kit Frankland of this city. 


Mr. Fninkland, also claming dam- 


age to his car was awarded $190. 


I operation Wednesday at Theda Clark 
hospital for removal of his tonsils. 


Mr. and Mrs. Fred Arendt of Beav- 


er Dam, are spending a few days with 
Neenah relatives. 


Murry Wiicox 
of Menasha. 
was 


taken to Theda Clark hospital Wed- 
nesday. 


Miss Edna 
Braemer is at TTiedu 


Clark hospital for treatment. 


Mrs. Mary Kertechmer was taken 


to Theda Clark hospital Wednesday 
morning. 


Joseph Coffey of Kauk.atma, 
was 


taken to Theda Clark hospital Wed- 
nesday morning with injuries \o 
a 


finger which he received 
while 
at 


days with a sprained ankle. 


\V. J. Hahn was in Oshkosh Tucs-j .,..>_... . .-.,_.- nim/\i re\ 


dav on business. 
iMAYEW LEADS SINGLES 


Mrs. B. F. ITart and daughter l.a- 


ve,nu; visited Appleton friends 
AVed- 


nesday. 


Michael O'Brien is confined to his 


Monasha—Two hundred and seven- STEVENS POINT DEBATE 


tv-six dollars and 
sixty-ninf cents 


wcri> deposited last week by 124D pu- 
pil'5 
oT the 
public 
and 
parochial 


school*. 
The 
individual 
amounts 


wore: Fir.st \\.ird school. ^60 deposit- 
ors, f SI .•!•); Second ward, 79 deposit- 
ors, $-1.0$: Third ward, ];j:{ deposit- 
ors. $2U.'J7; Fifth ward, 134 deposit- 
ors, $-7 17; St. Mary. .120 depositors, 
$49.2S. St. John. US depositors. $21.41; 
Rt. I'atricl;. 40 depositors. $41.91'; Hiph 
school. 1S2 dc)»o.silor.«. $2'J.:!2; bank. 3 
depositors, S2.SO. 


TEAM MEETS MENASHA 


Menasha—The affirmative debating 


team of Menasha high 
school will 


clash Thursday evening with Stevens 
Point high school. The debate will 
tie on the child labor amendment and 
w i l l be held at the high school audi- 
torium at 7:4.1. The 
Tiojjntive team 


Koes to Xew London the .same eve- 


home on Broad-st with a severe cold. 


MILLER POINTS OUT 


' RECREATION NEEDS 


IN ELKS PIN TOURNEY 


Wyoming was the first htale to gi\e 


the franchise to women. 


'SPAPERflRCHlVE® _..„ 


f'rr.flr- plat mum Is iisuall> 


i the 
form of 
rounded 
or 


found In 
flattened 


Monasli*— R. C. Miller, recreation 


al director, was the, speaker at 
the 


Tuesday 
luncheon 
of tl.o .Merwha 


club. 
Ho inlked on re.rroation and 


one of the points h* emphasized w.i.*: 
that in many 
f-ommunit.'es 
100 nr 


more men 
will get 
together 
and 


evolve a plan 
for 
establishing golf 


links nt nn expense of 
$100,000 for 


their own personal i eoroatlon wh.f'n 
would Korve n"> a ha.sir; of 100 
]KT- 


«ons a flay of sever, months of 
30 


days ojjr-h or 21,000 patronage. 
Thfi 


interest on this inve«-rnont 
would 


more than satisfy torrWuional no"'!') 
that would serve upv.inl-5 01* 150000 
persons, he said. 


Mrnasha—Del Jlayew, a. member of 


the postoffice forcr;, 
is leadinig tho 


singles of the, Wisconsin Elks tourna- 
ment at Milwaukee with a score of 
615. Postamster \V. H. Pierce is in 
second place in the all-events with a 
total of 1638. 


ELECT NEW MANAGER 


Neenah—Walter J. Ulrich was elect- 


ed manager of the local market of tho 
G. Ulrich Co. at a meeting of the di- 
rectors and stockholders Tuesday eve- 
ning at Neenah State Bank. Mr. Til- 
rich will succeed- Otto M6enstej;. re- 
signed. G. Ulrich was rnolected presi- 
dent and Walter Ulrich is secretary 
and treasurer. 


DRLNK PAYS FINE 


Mon;w»h;i—Willis Weeks of Neenah 


was arrested for intoxication Tuesday 
night. 
Wednesday morning 
he 
ap- 


peared before Justice. F. .1. Budm-y 
and wa.s fined fo and co.«ts. 


work 
plant. 


at 
Mena.sha Wooden 
Ware 


Stomach Misery Ended 


Or Your Money Back 


No More IndJRPsUon When You Put 


Your Faith In Dare's 


Mentha-Pepsin 


Don't worry any lonpnr about dis 


tress after eatinp, heaviness, j?as or 
sour stomach for Just one tablospoon- 
ful of Dare's Mentha-repsin a delight- 
ful ellxer, will stop the distress and 
make your stomach feel fine, and fit. 


Thousands will vouch for the truth 


of this statement and thousands more 
will tell you that the most stubborn 
and chronic, cases of Indigestion and 
Knntrltis rapidly yield to this wonder- 
ful medicine and that stomachs habit- 
ually weak and upwot arc made strong, 
healthy and viKorous. 


Try one bottle. 
If it doesn't ho.lp 


yon V'filgl'« Mriift HI ore or any dru« 
Klst will gladly return the purchase 
pnc.a. 
a<lv. 


Wise Planning-- 


The Hiinkinq- man should take care to 


supplement his present income by Hie in- 
come from Avcli-chosen securities. 
Wise 


investing now means less worry and jnore ' 
comfort later on. 


Til-considered 
speculations, needless 


spending—both 
heavy 
drains 
on re- 


sources—find no place in the planning of 
a second income. 
That, is why the con- 


sistent bond buyer has so much to show 
for-his effort. 


Investigate our plan for the purchase 


of hili grade bonds. 
We will analyze 


your 
requirements find suggest suitable 


offerings. 


We offer with our recommendation: 


Crown Willamette Paper Company 


First Mortgage 6% Sinking Fund Gold Bonds 


To be dated Jan. 1 , 1 826 
To mature Jan. 1 , 1 951 


First Trust Company of Appleton 


Appleton, Wisconsin 


SPAPERf 
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ItKGIN HliRE TODAY 


BARBARA HAWIJSY, 23, self- 


billed and talented, breaks with 
tier fiance, BRICE REYNOLDS, 
and gets a job on the Appleton 
Telegraph, in order, to see life. 


One of h«r duties is to write 


the daily lovelorn column. 
She 


and BOB JEFFRIES, police re- 
porter, enjoy 
the exchange 
of 


several Idlers with a girl named 
Violetta. 
Later Barbara reads 


of Bruce's marriage to 
a girl 


named 
VIOLETTA 
CRANBY 


and learns that she lias herself 
engineered the 
srir,ls 
campaign 


to win Bruce. 


A prominent local 
man 
kiHs 


himself in a 
roadhouse 
where 


Barbara is attending 
a 
dinner 


for newspaper men and women. 
In 
getting the 
story 
Barbara 


flinds a 
red scarf 
left by 
the 


man's unknown woman compan- 
ion. 


Bruce becomes the junior mem- 


ber of Manners, Stone and Rey- 
nolds, realtors. 
LYDIA STACY, 


rich widow, spurned by 
Bruce, 


informs 
AXDREW 
McDER- 


MOTT, managing editor 
or the 


Telegraph, 
of 
crookedness 
in 


Bruce's firm. Manners 
leaves 


town with the company's mone'y. 
Bruce thinks Birbnra i« respon- 
sible 
for the Telegraph's 
ac- 


counts of the affair. 


Barbara's 
mother 
dies .sud- 


denly. 
She leases an apartment 


In town 
and 
agrees 
to 
have 


Pane?', 
McDennott's 
daughter, 


come to five with her. The girl 
arrives in town two weeks ahead 
of schedule. 
9W GO OX WITH THE STORY 


CHAPTER XXXIII 


The girl smiled \vinningly and took 
step nearer. Barbara recovered from 
r astonishment enough to meet the 
offered hand. 
"How do you do. Miss McDermott?1' 
e said. "I'm glad to see you.'' 
"Fancy picked up her traveling- bap 
id almost danced into the 
room. 


.Iy. it's nice to bo here, Miss Haw- 
.-.'" she exclaimed. "I've been cased 
that hole of a school so long that 


•me here with you is going- to be 
e heaven." 
•I'm sorry you find the place 
in 


ch n mess." apologized Barbara. "I 
ily moved in today." 
"Oh. that doesn't matter. I'll help 
.u fix it up. 
Shall 1'" 


Barbara looked nt the eager 
face 


id the childish eyes. 
"Not tonight." 


e smiled. "You'd better tumble right 
to bed." 
Fancy skipped 
through 


e living room and into the kitchen. 
fss perfectly awful 
of me." she 


-.-...•d. "but I'm starved 
DO you 


ipnosp you have a crust of dry bread 


the bread box? ' 
"The broad bo* has not yet been 
ipac'-od," answered Harb.ira, soiil"- 
Ivil tike" absKk. 
"Rut 1 guess we 


u find comet hina 
in 
the 
refrig- 


ator." 
"Don't go to am- bother." cried thf 


jly unladylike 


mother anybody—not selfish with ma- 
terial things, perhaps, but selfish in 
that it is only my own destiny that 
matters to me in the least." 


"I've heard a lot of girls talk like 


you who are now spending their clays 
on balanced rations for husbands and 
kids." drawled Bob. "That talk is the 
bunk. 
You're exactly like any other 


woman. 
Bab's. 
Give you something 


to mother, and you'll forget all about 
this destiny of yours and go to sew- 
ing- and baking and sweeping quite 
happily." 


"Oh. very well, Sir. All-knowing." 


laughed 
Barbara. "But of 
course 


you're wrong again." 


The argument was broken off by 


Jimmy, who advanced upon Barbara 
with a mass of mail. "Here. Heart's 
Ease," he said to her. "Lamp your 
daily dozen. Get busy. Do your stuff. 
Praise the girls who won't pel and 
give the others 'ell." 


"Have you had any more 
letters 


from Violett?'' 
queried Bob. glanc- 


ing at the many-colored envelopes. 


Barbara turned cold. "Xot for 
a 


long time." she answered, 
after a' 


moment. "Guess when she landed heri 
young man and brought him down the 
aisle beside that red satin wedding 
dress she thought her strupile was 
ended for life. Decided she didn't need 
me any longer." 


"They do 
get self-satisfied 
after 


they've made the grade." 
remarked 


Bob. 
"They draw themselves up on 


the shore of matrimony like spent 
swimmers and just 
lie flat on .tho 


sands and pant. 
And then they get 


too fat and 
too soft. 
And presto, 


they find hubby stepping out with 
ladies who don't loaf so much." 


Barbara was opening the lovelorn 


mail. 
"Why. here she is again. Bob. 


... .,.,,.. 
was too lateen 


restaurant, and I'm hungry as 


, Ijear." 
" 
" ' ra, froged in the ice box and 


out crackers and cheese. The 


,'n"tr'y nro\ idoi1 fruits preserved the 


>r before by Barbara's mother. 


...cy sal i>n tin- bed in her room. 


•.('I'-in an amazing pajama outfit of 


The 
envelope is pale 


time instead of pink, 
recognize it." 


lavender this 
and 
I didn't 


blue, 
muiT-'hed cracker^ 


Bob came 
and looked over 
her 


shoulder. 


"Dear 
Winnifred," 
it 
read, 


"Here T am again. 
Yes, I mar- 


ried the young man and w.e had 
a swell honeymoon trip to Chi- 
cago. 
And he turned out to be 


just a plain man after all. 
They 


all do. 


"Now T want you to tell 
me 


what a. girl should do when her 
husband won't let her invite her 
friends to 
the 
house. 
I 
have 


some dandy friends at the nalce 
where I used to work. 
But he 


has heard something about them 
and taken it on himself t osay I 
can't have "em out. 


"And he's cut my 
allowance 


to almost 
nothing because 
his 


silly 
old 
business 
\\cnt 
and 


smashed. 


Don't you think T should get 


back at 
him by 
meeting 
my 


friends outside? 
Ain't it tierce 


that men can put us women un- 
der their thumbs so? 


"T know 
you'll 
sympathize 


vtith me. for you always write so 
independent." 
After the signature was the inovl- 


tablespostscript, "Do you really think 
a woman can love as hard a second 
time as .she does the first?" 


"Wow1." 
cried Bob. 
"Trouble 
al- 


icady. 
The young lady has 
found 


that lie's just plain man. 
I'll lx?t 


she and the young ribbon clerk are 
quarreling like two alley cats." 
He 


went chuckling away. 


Barbara re-read 
the letter. 
Then 


start. 
The lights were still on owl 


the 
book slipped to the 
floor. 
Her 


body was stiff with cold. 
She went 


into her 
bedroom and got a large 


silk shawl to wrap around her .shoul- 
ders. 


Out in the living room, again, t.he 


consulted her 
watch. 
It w.i.-. nearly 


one o'clock. With .1 start she turned 
toward Fancy's room. 
She sw'tcheu 


on 
the 
light*, there ami found 
ii j 


empty. 
Then she ran to the front ] 


window and looked out. 
The street 


was quiet. A policeman strolled past, 
swinging his club. There was no oth- 
er fig-ure in sight. 


It seemed to 
Barbara that 
sh>' 


stood by the window for many hours. 
Xow and then a belated automobile 
would run 
the corner 
and 
come 


down 
I,a\vo-*-t. 
Harbiva held 
hei 


breath each time, expecting it to draw 
up in front of the apartment nuilding 
But they all itassed on. 


Once Barbara loft the window and 


ran to pick up the 
telephone book. 


She ruffled through the leaves hast- 
ily and suddenly laid the book down 
again. 


She regained her post by the win- 


dow. 
A car w.is swinging in at the 


curb, its powerful lights fi.ashi.ng for 
a moment through the rooms in which 
she stood. Barbara was faintly await- 
that the lines of the car were familiar. 


But she had no time to ponder the 


matter. 
A'-t.isted by .1 man. Fancy 


alighted 
from 
the 
automobile 
and 


started up the steps. 
H:ilf 
way up 


the man put his arms around he; 
and kjssed her. 
Then hf ran 
back 


down 
the 
su-ps 
and climbed 
into 


the car. Barbara pressed 
her 
face 


against the pane, watching him drive 
off. 


Tripping footsteps sounded outside. 


Barbara turned toward the door just 
in time to see it oivn and 
admit 


Fancy, 
l?lie \\:is pa'.c and her 
e% °s 


burned. 
One lock of fluffy hair fell 


from beneath ht-r hat across her face. 


(To Be Continued) 


BAND DEDICATES 


NEXT CONCERT TO 


PRES. WRISTON 


Director Gets 150 Requests 


for Favorite Numbers and 
One Is for Jazz 


A classical concert will be given b;. 


the One Hundred Twenty Mrs! Field 
Artillery band 
in honor of Henrj M. 


Wriston. president of Law rone e coi- 
k>s:o. on Thursday. Feb. 11 at Lau- 
rence chapel. 
The , singing 
of the 


"Soldiers Chorii'-" by the School L'an- 
toruin of 1.10 voices, will be one of the 
features of the evonnis. and the en- 
core will be "Follow lie." written by' 
Captain Fred B. Rogers. U. S. A., 322 ' 
E. Hams-st. 


Carl .T. Waterman will direct both I 


the band and tbc Pcholu Csintorum. 
I 


Edward F. Mumrn. director of the 


band, asked at tho last concert that 
people- send him the names of num- 
bers they would like to hear the band 
nhiy at future concerts. He has re- 
ceived 130 responses, and only one of 
ihese was for jazz. 
The creat tk- 


mand seems to be for hsrht opera of 
se\cr.il years ago and for .standard op- 
eratic 
works. 
according 
to 
Mr. 


Mumm. 
Within the next few weeks. 


I he band probably will pla\ a con- 
cert composed of light opera numb'-i *. 
and later in the season u concert of 
standard operatic works will be given 


ISAAR GRADED~SCHOOL 


PUPILS ISSUE PAPER 


22 
ISAAR PUPILS 


WIN SCHOOL HONORS 


Twenty-two 
pupils 
of the 
Isaai 


state graded 
school, district 6 joint 


Seymour, won places on the school 
honor roll for the last six weeks. The 
number is one of the largest in the 


i county schools. 
A standing of BO or 


above is required for the honor. Hon- 
or students 
are 
Genevicve 
Kbort, j 


Raymond \Vagner, 
Joseph 
.Strclka.! 


Raymond Kromer, Sadie Smith, Gladys | 
Ebert. 
Laura 
Werner. 
Zeoporn | 


Ziesemcr, Rath Hansen, Lucille \Vaq- 
ner. Eva Hansen, Erna Ullmrr. Leo 
Van de Yacht, Henry Ullmcr, Esther 
Ziesemer, Elmer Ullmer, Marie Ull- 
mer, Luella Ebert, Raymond Meyer. 
Arthur Graf and George Holzer. 


Concrete is the aristocrat 
of Pavements 


THE 
THURSDAY. 


BIJOU 
TODAY 


SET OCT. 8 FOR MEETING' 
OF NORTHEAST TEACHERS 


The Northeastern 
district 
of the 


Wisconsin Toachcrs association, which 
includes Apploton. will moot in Osh- 
kosh Oct. 8, and all of the other dis- 
tricts will 
meet at 
about 
the same 


time with the exception of the South- 
ern Wisconsin Teacheis 
association 


meeting to be held at Madison Thurs 
day and Friday, Feb. 11 and 12. ac- 
cording to an announcement made b\ 
K. G. Doudna. secretary of the asso- 
ciation. 
Ben 
.1. Rohan, superintend- 


ent of schools, 
is 
president of the 


northeastern district and Kva J. Van 
?istinc ol Oshkosh, is .secretarj. 


I 11C- 
IHU". 
P'llv 
l i l t - I l l * inr».l 
». i « i > n.\,i - 
Oil II Jill i" 
I L I 1 «l (l 
> 111- 
t \ •, 11 • . 
• - • 


id talked pally to B.-u-b.ira between .she hopan an answer to 
it—tore 


, ' 
. 
_ 
_ 
_ 
. 
j i. 
- 
* •*»*„.. 
f 


You're to be 
you know. I 


up and bopan 
another. 
After 
five 


futile efforts, she laid the lavender 
letter in the wire basket 
nnd made 


ready to pro home. Hor 
1-ro-us were 


twisted. 


She found the little apartment ir 


chaos. 
Kvery lipht in th" place wn« 


burning. 
A lone box lay 
on the 


davenport, its wet tissue paper hang- 
ing 
civor the velour upholstery, where 


Fancy had left it when she snatched 
the flowers out of it. 


In the kitchen Bnrbnrn found two 


tiny, unfamiliar 
plasse^ on tho .sink. 


She 
picked 
them 
up and 
smelled 


them Her 
frown 
deepened. 
She 


went OH into Ihe bedroom. 


Here was the summit of disorder 


A dress lay on the floor by the bed 
a silk stocking was 
wound around 


the bed post, powder was spilt across 
the dressing table and n. chair was 
overturned. 


Barbara stood looking at the ruins. 


Finally she shook her head and be- 


thel fjan to Mraiphten the room. 


After two hours' steady work she 


at 
lael si:t down to a dinner alone 


Work ot the Telegraph office went !'i 
th» K,f,'.ien. 
The 
chop and 
the 
i as though the world bad not turn- saln.l s'!o had planned for Fancy re- 


mained in the icebox. 


When she had eaton she washed 


the dishes and put them away. Then 
sbo lay down on the couch in 
the 


living: room to read. 


Some time later she awoke with a 


iiu'thfuls. 
"Hep, it's peachy of vou to take me 
here. Ton don't know how scared 


was that father'd pick some old fripht 


jiandinnthor to look out for me. 


nu --eo. he Mill has that old fashion - 


1 notion that pit-Is need to be looked 
;t for. Isn't it silly?" 
She took a 


•odisious bite qf cheese and sal kick- 


her heels apainst the chair legs 


Barbara smiled. "1 don't know, my 


she «aid. 
"1Vr'-r:>s they do 


ut T am too busy to do much inter- 
rinp with your life. 
cs-Uy on \oiir own, 
link your father understands that." 
"I lope so," answered Fancy. 
"If 


doesn't now. he soon will." 


Barbara looked at her with trou- 
ed eyes, but did not pursue 
the 


ibject. 
Fancy finished her lunch and went 
i a tour of inspection of the apart- 
ent. At one-thirtv she tumbled into 
•d and called to Barbara in the hall 
Mside to 
jhts. 


come and put 
out 


Show Steady Growth 


Five-hundred and eighty new mem- 


bers wore added to the roll of the Aid 
Association for Lutherans in Janu- 
ary, a grain of M over the number en- 
listed in January 1925. reports show. 
Insurance A\ ntlen last month totaled 
?667,000. 
an increase of $49.500 over 


the amount issued in 
January 1925. 


The total membership in the associa- 
tion is now about 46,000. 


Pupils of Isaar state graded school, 


assisted by Miss Ceba t'onradt. prmci- 
pal, have qualified as journalists. The 
Isaar News edited by .Miss I'onradt. 
< ontains news of the ^chool and com- 
munity, jokes, riddles, cartoons and 
original po^ms by the pupils. Other 
membeis of the editorial staff are Ol- 
ive Keis, ,-issi<-tant editor: 
Beatrice 


Madsen. a teacher, Zcpora Ziesemer 
and 
Ruth Hanson, reporters: 
Loiiiij 


Ullmer. cartoonist. Poems in the first 
issue were written 
b> Ralph Smith 


•mil Zepora /lesemer. 


EVIDENCE 


BOY: 
1 don't want to sell it. T tell 


you 


LtVKLKSS ANGLER: Well, then 


let me just measure it so I can truth- 
fully say how bip the fish was that 
f?ot away from nip.—'Passing Show. 


Snowball Dance. Last dance 


before lent at Eagles Hall Ap- 
pleton, Friday, Feb. 12th. Lyric j 
Orchestra of Manitowoc. 


Hard Time Party, Legion 


Hall, Little Chute, Thurs., Feb. 
11. 


Masquerade, Striegel's Hall, 


Medina, Thurs., Feb. 11th. 


End in 24 hours 


All the results disappear 


quickly—in this way 


\ over for. Barbara Hiuvley. She 
>und herself rushing from assipn 
io,nt to nsMpnrnent, snatohinp food at 
Id hours, chattinp with 
Bob and 


jellinp wffh Miss Badger—alto-p^'b- 
• unnble to pive time to prief dm--, 
ip office hours. 
j 


"It's a trite sayinp but true." she ^ 
lid to Rob. "that work is the best | 
ire for woe. "When I'm slavinp nwayj 
IT tho Telepraph I haven't a moment j 
) think ot my mother. It's a bless- ] 
ig. for thoughts of her would be hard I 
> bear. 
There was 
never anybcdy j 


ke, hftr. Bob." 
1 


"No, except my mother, and every- 
ody else's mother. Babs. They're a 
nique breed, these niotbe'r." 
"It's when 1 put on my hat and, 
^ ^^ ^ M 


o out from this office at niRht tint , 
ic worst of 
it sweeps over me. 
' " 
f 
S() promptlv tnat 


nswored 
Barbara. 
"I 
«°,ne,,mes | ^^ ^ ^t starlP(]P 


Jrn 
unconsciously toward the 
,-, 
^ ^ n ^ 
J( 


Durban station instead 
of in 
t h o | 
bowels, 


.rection of t^we-st. This new plncc , l^^^^^^e .tones the entire 
•ill never be home." 
Bob took his pipe out of his mouth. 
It sounds like rotten sentimentality, 
tabs, but I wonder if home is a place 
t all? Isn't it a person, or persons?" 
Barbara raised her eyes to his. "1 
uppose it is. Bob. Fancy MoDermott 
! a dear 
in ninny ways, 
but 
s'-e 


oesn't make that apartment 
homo 


)r me—thouph T must say she makes 


home for herself. 
I mipht as well 


avc a spoiled daughter of mv own 
) wait on ns that young miss." 
"You ought to have 
d.'iuph'eis of 


our own. Babs. 
You'd P">ko a " MX" 


(other." Bob was thoiir'H fully bl "\ 
Ig smoke mips, 
narb'ir.i looked : t 


1m, startled 
"Xonsense," s»'io icph-d. "I'd n a U e j 
very poor one 
I'm too selfish to! 


, 


stops the heada.che. tones the entire 
system. All the ill results disappear 
With the cold. 


That way is HILL'S. It is so effi- 


cient that we paid $1,000,000 for it. 
Tt Js so well-proved that countless 
nornes rely on it today. It brings no 
bad reaction. 


Start HILL'S at once. 
lOvory hour 


of delay lets the cold got deeper-seat- 
ed. Starting now means relief tomor- 
row. It means that you are doing for 
the cold, in all ways, the best that faci 
once knows. At al! druggists. 


B« Sura Iff 
Prtotte 
UININE 


with Portrait 


The Tomorrow 
of Gasoline 


What does the future hold in store for gasoline in its 


relation to man? 
, 
Will there be new uses for it? Will there be enough 


to go around? 
What will the price be? It is interesting to contem- 


plate its probabilities in our rapidly changing world. 


Fifty years ago, oil wells were about 70 feet deep. 


Tho cost to "bring in" oil was a few hundred dollars. 
Today, wells are from 3.000 to 6,000 feet deep and it 
costs $50,000 or more to "bring in" oil. 


What will it cost in 1930? 
Twenty-two per cent of all the oil wells drilled in 


1920 were dry—twenty-five per cent of all the oil wells 
drilled in 1925 were dry. 


What will be the percentage in 1930? 
In the past twelve and a half years, dry wells -cost 


approximately $700,000,000 and in the same period pro- 
ducing wells which failed to return enough oil to pay their 
cost sustained an aggregate loss of another $500,000,000. 


Wherein do these losses affect the price of gasoline. 


you ask? 
They have an intimate bearing, because they must 


be absorbed by the industry and be spread over the pro- 
ductive wells. 
But they supply only part of the answer to the fluc- 


tuating price of gasoline. 
There are scores of other hazards and factors over 


which no man or group of men have any control which 
must be considered. 
. 
A few years ago the nation was confronted with wnat 


appeared to be an unavoidable shortage of gasoline. 


Then the Standard Oil Company (Indiana) by reason 


of commercially successful cracking processes, which it 
had developed, saved the situation. 
This Company was able to double the yield of gasoline 


from a barrel of crude. 
. 
Without Standard Oil Company (Indiana) cracking 


processes it is conservative to state that you would be 
. 
paying a corresponding double price for gasoline today. 
That was constructive service of inestimable value. 
But what about tomorrow? Who knows? 
For the week ending January 16.1926. the daily ««raee 
production of crude oil in the United Stntea w«» 76.050 
barrels less than it was during the same period of <925. 
For the week endine January 23.1926. the dully oversee 
production of crude oil In the United States was 19.230 
barrels less than tor the week precedlne. 
If these decreases continue, the age-old law of supply 


and demand can be expected to exert itself and the price 
tf crude oil will advance. If history repeats itself, the 
price of gasoline and other petroleum products can be 
expected to advance, unless other factors intervene 


It is with these problems that the Standard Oil Com- 


pany (Indiana1) must grapple, that you may have an un- 
failing supply of gasoline, when and where you want it, at 
the most reasonable price at which it is possible to supply it. 


As long as the world goes on. economic conditions 


will chanre and the price of gasoline probably will fluc- 
tuate but (I c Standard Oil Company (Indiana) with its 
research and business foresight has done much to stabi- 
lize and keep the price down. 
Whether the Standard Oil Company (Indiana) will 


be as successful in inventing ways and means to combat 
the caprices of nature in the future is to be seen. 
But when economic laws thrust themselves .into the 


situation and cause fluctuations in gasoline prices, the 
Standard Oil Company (Indiana) asks the people of the 
Middle West to consider the myriad factors having a 
bearing and known only to those in daily intimate touch 
with the oil industry. 
. 
It. asks them to appreciate that this Company B con- 


stantly exerting all its energies to supply gasoline at a 
price which will reflect only the cost of crude oil, manufac- 
turing and distribution, plus a small and reasonable profit. 


Standard Oil Company (Indiana) served you yester- 


day, is serving you today—it will do so tomorrow. 


Standard Oil Company 


(Indiana) 


General Office: Standard Oil Building 


910 So. Michigan Avenue, Chicago 


4202 


FEEE CONSULTATION 


TO 


CHRONIC 
SUFFERERS 


I want to talk (o you. The fact 
that you havo been treated else- 
where without benefit clops not 
discourape mo in the least; I am 
helping men and women every 
day. effecting euros, many times, 
in eases pronounced incurable 
by others, so that 1 feel sure 1 
can do as much lor you. My 
counsel will cost you nothing 
but my chareros for treatment 
will be reasonable and not more 
than you will be willing to pay 
for the benefits conferred. 


I treat Rheumatism, Nervous- 


ness, Goitre, Asthma, Stomach 
and Heart Troubles, Catarrh, 
Blood and Sltin Diseases, Consti- 
pation, Urinary and Kidney Dis- 
eases and Diseases peculiar to 
Women. 


DR. TURBIN 


WHO ha-s visited this vicinity 
for the past thirty years will be 
igain in 


APPLETON at the Conway 
Hotel, Thursday, Feb. 11. 


Office 1 Tours 9 A. M. to S P. M. 
and every 4th Thursday there- 
after. 
Are you nervo»s despondent, 
dizzy, weak, 
debilitated, tired 


mornings, 
lifeless, 
easily fa- 


tigued, excitable, irritable, hol- 
low eyed, haggard looking, sleep- 
less? Have you poor memory, 
wcaiv back, sunken checks, foul 
breath, heart flutter, 
catarrh. 


lack of energy, confidence and 
ambition? 
Vrinnry. Kidney 
and Bladder 


Discuses. Obstruction, 
strain- 


ing, 
pain in the back, bladder 


and kidneys, enlarged gland. 
nervousness, swelling. 
Blood Poison 
Skin Diseases, 


rash, 
ulcers, sore 
mouth or 


throat, swollen glands, mucous, 
patches, 
copper-colored spots, 


rheumatic pains, eczema, itch- 
ing. burning or nervousness. 
Ladies! 
If you are 
suffering 


from persistent headache, pain- 
ful menstruation, 
uterine, dis- 


placements, pains in the back, 
and feel as if It were impossible 
for you to endure your troubles 
and still be obliged to attend to 
your household and social obli- 
gations, I will cure you if your 
case is curable. 
Stomach Troubles, Pain in sto- 
mach. loss of appetite, dyspep- 
sia. indigestion, bad taste or 
breath, sick headache, bloated 
heartburn, sour belching, s-ptt- 
ting up, catarrh gas, gnawing or 
nervousness. 
Heart 
Weakness, 
Fluttering 


skipping, palpitation, pain in 
the heart, side or shoulder blade, 
short breath, weak, sinking, cold 
or djzzy .spells, swelling, rheu- 
matism, throbbing in excitement 
or exertion. 
Catarrh, 
Hawking, 
splitting, 


nose i mining, watery or yellow- 
ish 
matter 
or 
stopped 
up, 


sneezing, dull headache, cough- 
ing. 
deafness, pains in kidneys, 


bladder, lungs, stomach or bow- 
els, may be catarrh. 


CAM. OB WR1TK 


DOCTOR TURBIN 


Commercial Nnt'l Bank 


MADISON. WIS. 


Why Milwaukee 


Keeps on Laying Concrete 


Street Pavements 


One Thin Woman 


Gained 10 Pounds 


In 20 Days 


All weak men and women. 
All nervous men and women 
All skinny men and women 
Can grow stronger, 
healthier and 


more vigorous and take on solid need- 
ed flesh in 30 days just by taking Mc- 
Coy's Cod Liver Oil Compound Tab- 
lets four times a day—as easy to take 
as candy. 


Everybody knows that nasty-tasting, 


evil-smelling Cod Liver Oil is a won- 
derful vitalizer, 
flesh 
producer and 


health creator. 


But who wants to swallow the horri- 


ble stuff, when these wonderful tab- 
lets—McCoy's Cod 
Liver 
Oil Com- 


pound Tablets, are just as good and so 
easy to take. 


A box of RO tablets for 60 cents and 


if any skinny man or woman doesn't 
gam at least o pounds in 30 days— 
Your druggist is authorized to give 
you your money back. Ask Pchlmtx 
]',ros. Co., Downer's Drug Store or any 
druggist. 


Be sure and get McCoy's, the orig- 


inal and genuine, and don't 
forgot 


there is nothing on earth so good to 
make backward, listless, underweight 
children grow strong and robust. 


Year after year, Milwaukee 


continues to pave streets with 
Portland cement concrete. 


Last year, in city and suburbs, 


a total of 543,887 square yards of 
this firm, rigid, unyielding pave- 
ment was built. 


Property owners like its pleas- 


ing light gray color. Motorists es- 
pecially value its true, non-skid 
surface. Everyone knows that it 
requires* almost no maintenance. 


No wonder more than 1,000 


cities and towns laid concrete 
streets in 1925- 


All of the facts ore in oar 
free booUct on "Concrete 
Streets." Ask for your cofcy. 


PORTLAND CEMENT ASSOCIATION 


First Wisconsin Nat'l Bank Building 


MILWAUKEE, WIS. 


A National Organization to 


Improve and Extend the Uses of Concrete 


OFFICES IN 30 CITIES 


APPLETON 
ENGRAVING Co. 
Designers-Artists -Engravers, 


348 W. WATER ST. 
APPLET.ON 


WIS. ST.] 
MILWAUKEE 


BRANCH 


OFFICE 


WASHINGTON 


D.C. 


Polo and Jumping 
Tomorrow Night 


and every Thursday Xipht thereafter. 
Come and partake of this healthful 
sport. Vou will enjoy it. Private les- 
sons by an experienced riding master. 


Phone 517 for Appointment 


Appleton Riding Club 


1112 S. Oneida-St. 


"Across from Country Club" 


317 for Private Lessons 


/or 
ic&f Transportation 


I 


:iliili 


Twelve great factories unsuiv 
passed in completeness of man- 
ufacturing and engineering 
facilities! Two basic truck 
models, each with a durable, 
powerful chassis designed to 
combine economy and relia- 
bility! Dealers and service 
stations everywhere stocked 
with parts to render prompt 
low-cost service! The most 
economical time payment 
plan in existence! That's why 
Chevrolet has become the 
third largest builder of motor 
trucks in the world! 


See us today. Let us prove that 
you can save from the start by 
buying a Chevrolet. 


Onelbti'Iruck 


f 'i 


Chassis aoly< 
f 


/. * b. Flint, Mich. 


I *& 


S. & O. Chevrolet Co. 


124 £. Washington St. 
Phone 869 
Appleton, Wis. 
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C O S T 


EWSPAPERl 


Page Twelve 
APPLETON POST-CRESCENT 
Wednesday Evening, February 10, 1926 


The Brunswick 


GIORGIO POLACCO, Musical Director Chicago 


Civic Opera, -Says— 


The Panairopp has been a revelation to me. 
ThP precision 


and delicacy with which every tone of the artist recording:-has 
been preserved and translated iigrur. into sound, is marvelous. 
All the tonal beauty of the original rendition is tvprodr.opd 
again for tlie hearer, without distortion whatever. 
1 am spell- 


bound by this wonderful achievement 
of science which, 


through •Mectrical principles, has at last made it possible for 
musicians to have their art faithfully recorded, and for musk- 
lovers to hear in their own homes their favorite artists, ab- 
solutely as perfectly as if they were in their presence. 


i "onsratillations to Rnirswirk 
<>:j the achievement of the 


I'anatroT1-'. which i« n true ceiuvihmion to the development 
of music::! Msi- % r:M :i;ji'rcc:iit:o!\ 


GIG::, v) POLACCO 


7 CHANCES TO 


WIN WIFE, MONEY 


High 
School 
Juniors 
Re- 


hearse Play Full of Amus- 
ing Situations 


A hr-quot 
of 
*:-2.'.>W.«'*>«. 
!•": 


~, i-.(:i<\«t W i t h 
:i .-'IM-.'.'!!!-;::?'! sli-InsrVo 


i; is the 
p'.-r-.'.U-.imen; of .innmy. ih" 


hero of "Seven i "h.-ir,i-"s" to lie i>'.ay- 
(.] by the junini- 
r-lasn of Apnle'.ur 


ll'lsh K::HXI'. at .\pl>lr-ton theatre 
on 


Marc'.i 1. 
.\lvis T.i<?th 
r-n |>l-;ys 
;'::!:; 


rolv in rn ninisiinlly effective 
v.-r.;.'. 


He set? out to fnni n pirl who wil! 
marry him 
hrfi:r^ 
midnis'.'.v. on ih1' 


followir.- night, fur this hf must 
<lo 


in onlf-r to, pet the money lef; him 1-y 
his grandfather. 


The pnth»ti'- pnrt of 
tlv> sitir.r.v.r. 


is that Jim my doe? not Unnw a single 
c;r! in the world 
well 
enough 
to 


"hook up her liar!;." hu; according 
to the plot of :he play he has '•sevn 
chi'iices" 
to win a 
wilV 
ai'il 
til" 


moil' v. 


-Slipliortint Mr. 
I.i'-tlien a "•• T"ia:i': 


Alt:rphy and A r t h u r 
.Smith, known 


as Cod da iil ami Garrison. l;uv 
j v a r i - 


ri'-rs. and Mark ratlin 
and 
I>ext>-r 


i'h.vfee. ynung stock brokers. noliTt 
Tvlatz plays the part of an effeminate 
• •lull "pest" 
and 
Prances 
Itoonf-y 


p'ays the role of htstlrr. 


The play is one 
of 
Hoi 
Cooper 


BUSY PROGRAM FOR 


CLUB AT COLLEGE 


I.;;'.''renc'1 i'ol!e^" i-iu'.js are i:nd"r-, 


t n k i n ™ particularly lutsy jirograms fci 
February. 
S^vri:-! 
groups will pre- 


sent plays, the newly organizer! !'r\~s 


i ' - J i i > is planning an extensive series of 
programs, and 1 lie other organizations 
I'.ave varlei1, anivitirs tinder eonsid- 
oration. 


The French club will present two 


piays in French on Feb. l,*i. "Rosalie" 
anil "l.es Dens Soiirtls" wil) b" sta.eed. 
Un the next day The Spanish dull wili 
present its annual open program. Two 
one-act plays. "Mariana de So!" and 
"Xo Pumndores." 
"'ill be produced, 


and mher features will includ" dances 
by Kathleen Stanley. Clintonville. and 
Mildred I'.odway. Appleton. and a vo- 
cal solo by Mary Hay lor. Green IJay. 


Student Volunteers meet every Sat- 


urday eveninir. "The Christ nf the 
Indian 
Road." 
recently 
written by 


Stanley Jones, will form th" basis of 
the rrroup? discussion at the 
n< A! fe\v 


meet in'-s. 


~'-.\f ;^i'f-v. 's bo:-i 
knov.'n si;^- o>sos. 
is 


full nf rlrv«?r 
HUPS 
and 
amtisinc 


.-iru:iiio:is. mul is \v<?!! ariaptPd to an 


Salt and Fertilizer 


.\ rjirk'.'ifl i.if Sri It will jirrivo at Cen- 


ti.-r \'aik-y soup.. 
\V<> nlso liave a rar- 


lot^i.1 of CVjinn-.r-rcial Fertilizer nn ilio 
wtiv. Phonp yuur orders to Henry f. 
l.ill(;p. I'usiiu.'ss ni.-inaKer of the On- 
t>-r 
Vnllfy 
Shipping 
Assoriation. 


I-'hyli" !<C02-l'l-_. 
:idv. 


RADIO LOG BOOK 


DIAl, 
Ciil 
Wnt> 
1.0 ( V.rUlN Of 
(JW.VKB OV 


HEADINGS 
l^llcn 
l.»nclh 
STATION 
STATION 


i 
"' 


•s 


VVSilK 


WSFJI 


\VS( I 


WSY 


WTAB 


WTAC 


WTA.M 


WTAQ 


WTAK 


\ITAS 


WTAW 
.-wnis 


UT1C 


'WAD 


•WAE 


VWAO 


WWI 


\V\VJ .. 


WWI. 


^. 


24 G 
!-: 


1 


VA 


:«t 


i.111.5 
w 
«1 


3IC.1I 
::« 


IIS.S 


243.G 


?M 


!« 


!C3 


!SC 


35S.7 
::5 


. 


Milwuikrr. Wi«. 


IUmill..,,.OI,i.. 


l.™» ri(y, In», 


\llliHrn. Ala. 


Kill Rhrr. Muu. 


.lo.,n,,.,wn. 1-,. 


< l-irllTld. (IhUi 


Ouni. \VI». 


S'nrfu3c, V». 


I.ltln. III. 


Collect Statlnn, T«;. 


|-:i,,i.-%:i,i, 


MatTfnid. ('nun 
riii^Hpi.u.i., 


rUiflfjfM. 111. 


Hou-hron, Mirh. 


U«srhom, Mirh. 


IVtrmt, MSrli. 


N>w Orleans. LA. 


^ 


SH,m,l ,,f K,,rlnf-rin« 


Tlw fuilio Co. 
! 


1 
>ir Inw, 


A.'a. Poly. InilUtuIe 


Fmll Rlvrr IhiUy Heraid 
! 


IViui Trafflr Co. 


S. 11. Vftn tiunlcn £ San 


K,tou,.«.-K.,c,,i, 
ft,. 
: 


( iwr»*-H K. Krfotrtu 


,\X> * Mocli. i'ul. or Trt 
: 


I-..U S,,:,,,r ,!,;;!, hfllu... 
| 


Tn.^lm. ln.un,u,r <>. 


Wrl;lit A Uriclil lluc.i 


Klrrtnr f'a:;. 


Kirli. Oiirj- ..1 .-.;iw 


f'urd Mui"r <"o 


l>*»troit N>w» .. 


!>,,,,,» l-^«r,il, 


i • 
t 


f. 


1 


BRINGING UP FATHER 
By George McManu 


GRACIOUS-iM t>rseez-itsc,- 


SSOT 


COLO A,«O WE r-Mj<bT 


THE: DE 


TO!-" 


NQ INDEED -OMOE1R 
HO CONomots'b 
r 


"TOO C.O OUT ] 


TONIGHT- 


G 1926 BY INT'!. FEATURE SERVICE. Inc.5 


Croat Britain rl»hu mcrved. 


FRECKLES AND HIS FRIENDS 
Ready Proof 
By Blosa 


' 
BOY' 1 
; 
BOY 1 UiiS SSOSCAwy: 


' IT 7&ACU&5 OS ALL ASOOT ) 


7y \K02'_D AM 4<5uo ITS' 
' 


L- 


•V\AD£ AW 


DOES IT TSLL 


VOO MOW OCEAMS (.' 


MADE 
•JLS?>?±~i 


. 


YOU? VOU JUS'T SWD FISR 
DTOMT SVWIAA AEEE AM' 


YSAV THEY DID 


VMPiAY MADE YOU CMAWSE 
vee 
AMMO 


BECAUSE 
E'5-A E 


SAEDIME. 


.s^- 


)92B BY NEA SERVICE. INC. W 


MOM'N POP 
A Different Tune 
By Taylc 


— AS EXECUTOR OF THE ESTATE OF YOUR 
LAreoNCi-E.jEeeMiAH TVTE, r HAVC? 
THI& DAY FORWARDED TO THE CEWTRAL 
TRUST CO- 100 SHARES OF 
OIL STOCK-TRe 


BALANCE OF THE 


VJAS BEQUEATHED To 


F(?OM A 
TOO -WHAT'S 
IT ALL ABOUT? 


TrtiS SToCk: 
EARMlMQ DiVliDEMDS 
OF $IOOO A 


IOOO S'MOLEOiOS A TSi= 
MOMTM-\M5LL-W£LL.— 
"^ 


If) DEAtS. OLD-LlWCLE JEREMIAH-J 


HE VJAS A NAJOMDER'FOV- JT^_ 


rj'tplOOD A 


O ' 926 BY NEA SERVICE. INC. 


SALESMAN $AM 
Tomorrow Will Tell 
By Swan 


,rAlUUM-T'K <3ELUfOG OOT 


AK £oiM<3 DouJM TO 


I SOME REAU MO MEM A.M& T CUANlT 
i tO "BE UJAfflMG- FOP- rAE UJHE-^ T. 


-THE SALESMAN THAT'S &OIM& To 
< 


ME SOME UAMlC) |U FuOPUDA SAMS X 
9MOOut> uBA^JH iT TO HlK-fPoiMTe 
OUt OUt> /HAM TMTEGXE5 TO HIM, 
ME'STERDAH AMD MS 'SAID CUE'D SELL, 
\T TO HIM AMD 


HE'S 


TO Douau£--CROSS 


VOO-CUATCH 


<£:<, , ,!£=<> 
*ttrrrr^j_ 
' 
I 


V^IS^oV 


AT TM' 


AU-TlOM -SAUE1 
. 


"BE AT5LE TO'BUM TMAT PLACE1 'FOR &IQO- 


BIG 


5ALE 


^TP.iS 
•ReAU 


,-ro _ 
"DOuSLt 


<AM 


OR. 


OJILU 


STs 


... OI926 BY NE* sEBVICtlNC./ 


OUT OUR WAY 
By Williams 
OUR BQARDING HOUSE 
By Aher 


ART, 


IF THOSE BOMS. 


sou 


-THEIC? 


AMD i/ WONT BoTH£.R 


Out! M1LLNOM 


BOILLR SHOP 


IM 
A BlLLMUM 


r> VJED LiKcTO LIVE OVER- 


HooSE- FULL OF 
ci*2« »tr NIA gcnvicr. me. 


lEWSPAPERI 


Wednesday Evening, February 10, 1926 
APPLETON POST-CRESCENT 
Thirteen 


GREEN BAY AWARDED NEXT WOMEN'S PIN TOURNEY 


FOND DU LAC 
PUTS IN OTHER 
«D FOR MEET 


H. Knoche, Madison, Takes 


Lead in Singles Event 


With'581 Total 


TKAM KVEXTS 


Madison C,as and Electric Co., Madi- 


son, -2,351. 


Wisconsin 
State 
Journal 
Five, 


Madison, 2,208. 


Hollywood Recreation 


waukec, 2,193. 


General Paper .and 


Madison. 2.191. 


Jolly Five, Appleton. 2.104. 


SINGLES 


Knoclie, Madison, 
Hanson. Milwaukee, 
1'urmeister, Madison, 
Burdick, Mihja»ukee, 
Coster, Madison. 437. 
- 


DOUBLES 
•<• 


Strawn-W. Daniels, Burlington, 


If. 
K. 
A. 
L. 
L. 


Parlors, Mil- 


Supply Co., 


5 sir 


543. 
529. 
500. 


PHI KAPPA ALPHA 
CAGERS LOSE TO 
KIMBERLY TEAM 


TENNIS RULER FOR SIX SEASONS 


COLD PERF6CTIOJ 


TiLOEN'S 


Fraternity Squad Stages Ral- 


ly in Last Half but Falls 
Short 


I 


M 


1.049. 


TI. Knoche-R. Bostad, Madison, 93G 
.r. Brey-E. Oppermann, Milwaukee 


924. 


K. 


922. 
• A. 
920. 


ALL EVENTS 


Daniels. Burlington', 1,532. 


Kmith-M. Maase, 
Gieen Bay, 


Kloniann-E. Hanson. Milwaukee, 


W. 


Grceir> Bay was awarded the 1927 


tournament of Hie 
Wisconsin 
AVo- 


men's Bowling1 assoei.'ition at the an- 
nual meeting at Hotel Con way Tues- 
day evening. Fond du Lac put in Iho 
only other bid. Offering- the use of 
Hie Columbus c!ul> ^ith its 12 alleys, 
Hie Green Hay proposal was consider- 
ed with enthusiasm. It will also mean 
flint the tourney will run off in about 
five days. 


Mrs. lOdna Smith. Green Bay, was 


elected president. Other officers are: 
Mrs. II. Sanders. Fund du Lac, vice 
president ; Mrs. Jean Knepprath. Mil- 
waukee, secretary: Mrs. Marie Masse, 
Green Bay. treasurer; 
Miss 
Ellen 


Dunn, Applet on, sergeant -at-arms. 


Board of directors includes Mrs. .'I. 


'Manhardt, 
Milwaukee, Mrs. A. 
T. 


Jens.s, Appleton. .Miss 
Sylvia 
Kadc- 


husli. Appleton. Mrs. Kdith Schwartz. 
Kenosha, -Miss Dell Mitchell. Fond du 
Lac. 


The association adopted an amend- 


ment to the constitution, 
introduced 


by Mrs. Knepprath. providing" for the 
awarding of a gold medal to the wo- 
man rolling the highest score for a 
sinsle same . in 
league competition 


during- the year. To be eligible, she 
must be a member of both the city 
and state association. The award will 
tie made at each tourney. 


KXOCHK KOM-S 581 


Finishing her series with a magnif- 


ieent 244 same, H. Knoche. Madison, 
rolled 
into 
the lead in the, singles 


event 
Tuesday 
morning with a 5S1 


count, displacing K. Hanson, Milwau- 
kee, who has held the lead since Sun- 
day with 5-15. 


The 214 game is the highest rolled 


in the tourney thus far and will, if 
.not passed during the next five days, 
reward the owner with :i medal. 


The 
Madison 
woman started 


Thi Kappa Alpha 
basketball team 


lost a close 
game 
to the Kimberly 


Clark Athletics at Kimberly Tuesday 
evening, 31-20. Although the frater- 
nity team was trailing 16 to 5 at the 
half, a desperate rally in the final pe- 
riod enabled the squad to almost over- 
take the Athletics. Manitowoc Roost- 
ers were scheduled to play at Kimber- 
ly but they 
became 
stalled in 
the 


snow on their way and were unable to 
fulfill their engagement. 


Koll led the Kimberly five with 5 


baskets while 
Williams caged 
four 


land one free throw. Boettcher, 
Cour, 


j chane and Cooke each got two field 
goals. 


Bloomer set the pace for the frater- 


nity squad, 
dropping 
in four field 


goals and a gift toss. Hilton was next 
with three baskets. 


Kimberly School ;;quacl won a pre- 


liminary game from Appleton Monti- 
Five Social and Athletic club, 15-10. 


Lineup: 


KIMBEKLY 
FO FT P 


Koll. rf 
5 
0 
1 


Boettcher. If 
2 
0 
O 
1 


Courchane. If 
- 
0 
I ] 


Williams, c 
4 
1 
T j 


Clark, rg 
'.. 0 
0 
0 | 


Cooke, Ig 
2 
0 
2 ' 


Totals 
15 
1 


PHI KAPPA AUPHA 
KG FT r 


Uloomer, rf 
1 
1 
1 


Bleir. Ig 
2 
n 
0 


Hilton, c 
3 
0 
1 


Welke, rg 
0 
0 
0 


Hillman, Ig'. 
0 
1 
0 


Totals 
'.) • 2 
2 


STAMFORD STUDENTS 


ARE TURNING TO POLO 


HE Was oe\;£uoPEO 
GREPiT PuftVERS 
THE 


EAGLES HANG TO 


LEAD IN EAGLES 


BOWLING LEAGUE 


Step Ahead With Defeat Over 


Necks While Clams Drop 
Two to Feathers 


I- 


EAGI.E LEAGUE 


W 
34 
Kasles 
Feathers 
Clams 
........... 
" 
....... 
31 


Keal.s 
.................. 
'>(} 


Heads 
.................. 
->1 


Wings 
.................. 
If! 


'Necks 
[Tails 


L 
11 
]<) 
II 
1!) 
•>] 
2!) 


Pet. 
.755 
.573 
.688 i 
,,)75 j 
.533 1 
.3551 
.26(5 j 


MINOR BALL PLAYERS 


MEET AT ASHEVILLE 


From AvaJon. 
Santa 
Catalina 


Ishind, Calif., to .Ysheville, X. t1.. 
is something of a bits jump. 
But 


minor 
league 
baseball 
moguls 


liave decided to make it and Aslie- 
villo will be the ineeMne; place for' 
tlie 25th anniversary session 
of 


the Xaticnal Association. 


1'resident Dan Hill of the Ashe- 


vilte ohifo in tin- South 
Atlantic 


League tried 
two 
years 
l>efore 


landing Oie winter baseball gath- 
ering. Xow that he lias it lie is 
working up a royal 
program of 


entertainment for next l>eoember. 


Aslievillc is one of the few Class 


IJ league eities 
to land the 
big 


winter baseball convention. 


EAU CLAIRE AND 


PLATTEVILLE IN 


CAGE LOOP LEAD 


i 
/ 


;Both Teams Increase Victor- 


ies Over Weekend to Keep 
Slate Clean 


H 


l>el Monte, Calif. — Stanford Uni- 


versity is taking a keen -interest 
in 


competitive polo and this yenv 
for 


j the 
second successive 
season 
will 


I have a team in 
the 
Tacific 
Coast I 


Novice chamjiionshi].. Tlie title event 
will be played at Del Monte, Fob. ti- 
13 and Stanford will meet the. l l t h 
Cavalry 
In the first rour.il of piny, 


Mondav. Feb. S. 


427; 
TC. Semrich, Watcrtown, 359; A. 


Sehauer, Waertown, 4(!2; (r. XoWack, 
Watcrtown, 402; M. Gilkcrsnn, 
Wa- 


tcrtown. 452: 12. Brandt, Milwaukee, 
3S1; 
A. Koebler, Milwaukee, 37B; M. 


Kslien, Milwaukee, 
4G5: M. Hacrtle, 


Milwaukee. 470; Adsit, Appleton, 433; 
Foas, Appleton. 402; Felt. Appleton, 
390; I. SchmitJ!. Milwaukee, 39S; A. 
Hart, Milwaukee, 380: A. 
Rasmus- 


sen, 
Madison, 
432; F. JWeekcsser, 


Madison, 469. 


DOVBL.ES 


K Brandt, A. Koeliler, Milwaukee, 


790; M. Kslicn. M. Hacrtle, Milwau- 


]lc,-lkee, S83; H. Knoche; R. Bostad, Jlad- 


U\V long will Uill Tilden 
wear 


the purple toga emblematic of 
the national tennis 
champion- 


ship? 


How much longer will he be able 


to shake off the thrusts of the chal- 
lenging hordes with the same reck- 
less abandon he's exhibited since win- 
nine the honors? 


Those are questions that have been 


popping up annually fir the last few 
campaigns. 
And, as another 
year 


"rolls a round, they come up for col- 
lective debate once again. 


Tilden has now squatted atop the 


tennis throne six straight seasons. 
He r.-ached the dizzy heights back In 
1820 
by whipping Bill Johnston. And 


every year since he's slashed his -way 
through all competitive forces with- 
out 
much 
difficulty. 
Frankly, the 


Tilden dynasty has been one of the 
most outstanding 
in the world 
of 


sport. 
He has also developed many 


young 
players. 
notably 
"Vinnie" 


Richards and "Sandy" Wiener. 


series villi a good count, 178. but 
it 


ivas nothing unusual. Hhe faltered in 
her next start, dropping to 159, and 
hep chances of causing any great dis- 
turbance amoiiK the leaders appeared 
slim. Then came tlv final try and 
•-lie came through like :i veteran bowl- 
•r. 
Strike after strike 
she 
scored 


i \ , t h 
her 
perfect working ball, and 


v.hen it was all over she had amassed 


I he huge 2t'I total giving her a com- 
fortable lead in the event. 


Two other changes took place in the 


singles standing. L. Coster, n towns- 
wonuin 
of 
I I . Knoche, 
pushed 
F,. 


Keusteadter of Milwaukee nut of fifth 
place with a 107 score. 
Her Barnes 


we're 176. 1GO and 161. 


Sixth place likewise ga\o way to a 


new occupant. 1C. Dean, also of Mad- 
ison, rolling 100, ICO and 112 for a 402 
total. 


.SECOND IN »(U BI,F.S 


Only one change resulted in the 


doubles event 
staniii'r;. H. Knoche 


nnd R. Bostad, 
Madison, 
going into 


second place with 
O:M> on games of 


229 ,306 and 331. The former shot 171, 
152, 
and 133, totaling -156. and the lat- 


ter garnered 480 with counts of 12S, 
154 and 19S. 


Only booster squads occupied the 


nlleys Tuesday night, and no changes 
resulted. 


Wednesday schedule: 
7 o'clock—Bert's Style Shop. Cellu- 


Cotton Products. L. C. Co.. Kimberly- 
Clark 
Co.. Saecker - Oiedrich Co., 


Standard Mfg Co., Modern Dye Works. 


9:30 
o'clcok — Seitz 
Recreations. 


Manitowoc; 
13. B. 
B.. Reloit ; 
Les 


Laisee's, Oshkosh; Christoph's Chero 
Cola. Necnab; Dick's 
Alleys, 
Little 


Chute. :Pnrk Alley Five, ^ladison. 


Appleton pin 
enthusiasts will fol-' 


low 
with interest 
the progress 
of 


Koester's Orange Squeeze team, which 
is scheduled 
to roll on the 7 o'clock 


.shift Thursday night. 
This group of 


pinsters is rated a.s 0110 of the best 
teams in the city, 
and 
upon them 


rests 
the hopes of'lbcal fans for an 


Appleton team to top the standings. 


Another team which will attract at- 


tention Thursday 
night is the Mil- 


waukee Sausage 
No. 1. 1925 champi- 


ons. 
The team won the title, at Ra- 


cine last year with a 2,239 score. 


Tuesday- scores: 


SINGLES 


H. Knoche, Madison, 581; R. Bo- 


stad. Madison. 459; 
A. Lewis, Mil- 


waukee, 411; K. Lutz, Milwaukee. 471; 
L. Coster, Madison, 497: J. Anderson, 
456; 
Cl. Adams, Milwauke.e;,438; 
H. 


Herndt, lyjilvv.inkee, 
489; L. 
Duerr, 


Wntortowiv 383; C. Cnrl; W.itortown, 
124. 


(!. Stntz, M.idlNon. 446; II. Shipke 


FAVOR SUSANNE 


TO BEAT HELEN 


Dean, F. Ross Madison. JS|10rt Skills SubJ6Ct Of MUCH 
rson, E. vNeitzel, Water-i 
, 


1 
Discussion Among Tennis 
Fans 


ison. 93G; K. 
SOI M. Kilker 
town. 779. L. Rice. K. Semrich. Wa- 
tertown. 74S: 13. Mnerzke. 
M. Maer- 


zke, Watertown. 
686; A. Shnuer, 
C,. 


Xownck, Watertown, S39. 


Adsit, Moyle, Appleton, 803: Faas, 


-Felt, Appleton, 792; 1. Schmitz, 
A. 


Hart, Milwaukee, 
805: A. Lewis, 11. 


Lutz. Milwaukee. 865; C. Adams, II. 
Herndt, Milwaukee. S25 C. Statx, 
R. 


Shipke. Madison, 842 L. Duerr, 
C. 


Carl. Watertown, 74 A. Rasmusson, 
F. Weckesser, Madison. SG3: L. Cos- 
ter, .T. Anderson. Madison, S65. 


TKAM KVEXT 


S. C. Shannon Co.—B. Johnson 74, 


79, 99, 252: A". Johnson 84, 99. 120. 
303: 
G. Seifert 
C9. 104, 77, 250; 
M. 


SETS MODERN HECOBU 


The scrawny Quaker has now held 


the crown longer than any recquetecr 
in the game's history, with the ex- 
ception of R. D- Soars, who sported 
the laurel wreath from 1SSt to 1SS7. 
or seven successive seasons. - 


By clinging to the pace, 
another 


year, he can tie the record. 
And, if 


he's able to withstand tlie annual as- 
sault for two more campaigns, 
he 


will 'hang up 
a. 
mark 
likely 
to 


stand for years, if not for all time. 


During the last two seasons many 


MILWAUKEE FIVE 


IN SECOND PLACE 


IN PIN TOURNEY 


. 


the death I 2357* 


12 :i:i 
11 
:i4 
.".»» 


Katies continued their dizzy pace in 


the Kasle Howling 
league Tuesady. 


defeating the Xecks twice and main- 
taining 
a comfortable hold on first 


place. 
The Clams, by dropping two 


j t o the Feathers, dropped a littl" fur- 
i t her back of the leaders. Heads won 
three games from the Freaks and the 
Wings gripped the Tails twice. 


Eagles have rolled 
the high single 


game thus far 
with 
963, while the 


Hcaks and Clams are second with fy&-t 
each. The Kasles 
likewise have, the 


high total for three sanies with 2,711. 


L. Austin won $1 for 
hicrh 
score 


last week, getting a 214, while Van 
Ooyen was high for the men 
with 


263. 
Herman Strut/, won the SI in 


one shift and C. Currie in the other. 


Scores: 
Wings Won 2. Lost 1—W. Lubben 


119, 
117 
127, 363: B. Koerner 200. 


168. 
162. 530: J. Krtel 130, 130. 130. 


390; 
J. Moll 176, 161, 1SS. 525; K. Ko- 


haska 155. 169. 128. 452; Totals 7SO. 
745, 
735. 2266. 


Tails \Von 1. Lost 2—H. Novak 


118. 157. 464; W. Klein 146, 151. 


1425: I. Hebeler 152. 145. 146. 443 
lOlsen 130, 123, 144, 397; L. Kock 


I 120. 176. 42S; Totals 749. 657. 


BEDY 


1S!l 
12S. 
; U. 


132 
751. 


Counts 2,942 Tuesday Night, 


Only 11 Pins Behind Team 
Leaders 


experts have been soundin, 
knell of the Philadelphia performer. 
They claimed he was slipping, going 
back from whence there's no return- 
ing. 
Krt each time Tilden 
proved 


the 
requiem was a. bit 
premature. 


For be a^ain routed all opposition. 


True, he found the going somewhat 


rough anil reeky last summer when 
his old rival, .lohnston, as well as the 
two youthful 
Krenoh aces. 
l,acostn 


and Unrotra had him all but whipped. 
Hut a characteristic Tilden rally car- 
ried him through. 


Tilden is known as a terribly slow 


starter. 
To others 
bis 
enrly 
play 


smacks of indifference. 
Consequent- 


ly, he usually Rets away badly. 
Hut 


ho seems to play a stronger game 
when behind. 
Time and again 
he 


has pulled a seemingly lost ea.use one 
of the mire by a gallant stand in the 
ebbing moments 
of play. 
And 
no 


matter what the odds against him. 
has always been capable 
of 
over- 


coming them. 


Heads Won 3, 
Lost 
o- -A. Schiltz 


202. 
13S. 171. 531; A'anderheiilen 15s. 


141, 
145. 44; K. Kuester 203. 163. 132. 


4SS: P. Sell 178, 146. 14;!. 4H7; 
lli-r- 


man Struta 213, 17, 192. 5S2; Totals 
954. 
775. 7S3, 2512. 


Beaks Won 0. T>ost 3— F. Trig 17S. 


194. 179. 561; F. I-eisch 141. 134. nil. 


! 
KKMAKKABLI-: KKAT 


I 
One remarkably piic'.ied ball game 


' often makes a pitcher in t lie majors. 
This is particularly true if it comes 


j early in his career as it,gives him the 


\ confidence that is usually the .one as- 


! set most needed. 


I . It is not often that one remarkably 


j pitched ball game tends to handicap a 
jtwirler's career. > el many of the wise 
.men of baseball are inclined to t h i n k 


' that'Charley Robertson, formerly of 


the Chicago White Sux. has bi en such 
a victim . 


! 
It so happened that 1 umpired the 


'game that many of the experts oe- 


• lieve injured, rather than helped. Rob- 
lertson's career as a big leauuer. 


It was a no-hit, 
no-run uauie. in 


which not ;i player ie,-i<-hed tirst l j i s v . 


i To make th" feat all the more extra- 
ordinary, ii was made at t h e expen1-" 


i of. the Del nut club, the hardest lut- 
{ting outfit in the American i.eairlie. 


Robertson pitched 


! in the sprnm of the 


Madison — (ff>)— 
Eau 
Claire 
and 


Platteville Xoral schools remain 
in 


the. lead in the basketball race of the 
state normal schools association. 


Both have unbroken strings of vic- 


tories against conference opponent?, 
Hsu Claire with five and Platteville 
with four. Platteville made a. strong: 
showing over the weekend, defeating 
Oshkosh. 20 to 11, Friday and Mil- 
waukee. 23 to 17, Saturday. 
Eau 


Claire added to its victories Friday, 
defeating Superior, 37 to 29. 


As a result of its defeat, Oshkofli 


dropped in its standing. La Croase anrt 
Stout following the leaders. La erosse 
beat Whitewater. 32 to 16, and Stout 
overcame River Falls, 
24 to 23, in, 


the Friday game. 


Superior divided its games, winning 


over Stevens Point. 33 to 31. Satur- 
day, after losing to Eau Claire Fri- 
day. 
Jt now heads the lower half oC 


-.be standing;?, the other four team.-j 
having failed to win any of their con- 
ic Ms thus far. 


The unofficial (Standings: 


Kan ( 'laire 
n.-itto-ulle 
i..-; ( 'ro=se 
St.i-.it 


W 
. 5 


4 


Superior . . 
Milwaukee . . . 
K i \ e r Falls .. 
Whitewater . . 
Si evens IVint 


L. 
0 
0 
1 
1 


PcS 


1.000 


1.000 


.750 
.750 
.lion 
.son 
.OOf) 
.OIK) 
noo 
.000 


BOWLING 


46, 77. 52. 175: X. Schroeder 


74. 202. Totals 34S, 412, 422, 


.lentz 
75. 53 
1182. 


Appleton 
Wood 
Products — M. 


Sejiweitze.r 56, 49. 43. ]4S: A. Miller 
70. 75, 72, 217: M. Albrecht 98, SO, 77, 
255; 
K. Van Able 95, 115, 98, 308; H. 


Roheff 90. 10S, 113. 317. Totals 413, 
427, 
403, 1245. 


Union Pharmacy—V. Feldh.'ihn 51. 


71, 49, 171; 
M. Hang 69. 69. fil, 199; 


C. Vosbeck 
89. 
59. 
91, 239: 
G. 


Murphy 37. 67, 64, 168: .1. Sells 130. 
108. SO, 3188. 
Totals 376, 374, 343, 


1095. 


Rossmeisl 
nnd Wagner— K. Slet- 


tery 61. 37, 71, 169; R. Murphy 64, 
65, 76, 205; M. Krause 60, 43^51. 154: 
Miss Van 
Abel 92. 80, 91. 263; M. 


Frieders 74. 87, 90, 251. Totals 351, 
312, 
379, 1042. 


Fox 
River 
TTdwe. Co.—K Winch 


69, 103. 107. 279: A. Rink 
98, 104. 


98, 300; T. Rink 99. 112, 83, 294: Miss 
Britennch 90. 154. .134, 378; Miss Lil- 
llch 113. 59, 87, 259; Total 469, 532, 
509; 1510. 


Ideal Photo Shop—M. 
Vanderstein 


116, 119. 118, 353; R. Krtel 85, 98, 81. 
264; 
A. Gersenz 127, 123. 84. 334: K. 


Knaaek 51. 85. 91, 227; Schroeder 124 
81, 109. 394: Totals 503, 506, 483. 1492. 


Hopfensperger 
Bros.—L. Reetz 96? 


30, 66; I. Miller 54, 40, 61: M. Cloos 
62. 57, f.9; M. Cnsper ,81, 73, 90; Mrs. 
Bnrtz 120, 95, 123. Totals 413, 295, 
409, 
1117. 


Appleton Tire 
Shop—E. Man 34. 


32, 55, 121; M. Bartsch 
35. 65, 78. 


178; 
L. Hummel S5, 95, 113, 303; Mrs. 


Madison 85, 07, 110, 292; Rose Mebl- 
berg 70, 62, 70, 202. Totals 319, 351, 
426, 1096. 


Reinke nnd 
Cart—Stark ,107, SO. 


109; 
Olson 63, 65, 79; Van TIardel 57, 


68, 43; 
TO. Cnrt 89, 68, 41; L. Stark 


69, 51, 72. Totals 385, 332, 344. 


Moy/r nnd Press Club—V. Adrians 
. 64. 43; M. Weber 
9fK 94 
181; C. 


Van Hoy SO, 125, 90; F. Verstegen 
75, 57, 59; F, Vim Uv/.in 57, 54, 60. 


Cannes, France—(/P)—High wagers 


an dshort skirts are subjects of much 
discussion on the Kiveria as the Ions 
awaited tennis 
match 
between Ku- 


zanne Lenglen and 
Helen Wills ap- 


proaches. 


There arc suggestions that the Cal- 


ifornlan is hampered on the courts by 
her costume, i ncontrnst to the free- 
dom afforded the speedy French star. 


There is gambling galore, rights to 


film the match have been sold for a 
princel ysum .and now prices for tick- 
ets of admission to- the contest have 
been boosted. 


One thousand francs was paid Tues- 


day fox a fifty franc ticket for a l-ong- 
len-Wills match 
on Sunday and i 


does not, carry the rain check privil- 
ede. 
The Carl ton club is putting up 


2.000 additional seats. 


It has been argued by experts that 


part of the slowness of foox of Miss 
Wills is due to the, fact that her skirt 
reaches below the knee while the hem 
of the skirl of her rival. Mme. Leng- 
len, 
merely "kisses 
her 
knee from 


above." 


The skirt of Miss Wills falls fully 


two inches below her knee. 


The, 
odds 
in 
the betting 
stand 


around 5 to 1 in favor of the French 
girl winning. 


Hoth Miss Wills and 
Suzanne nro 


annoyed over the reports that there 
has been heavy betting- on their re- 
spective chances. 


NORTHWESTERN COACH 
TO ADDRESS WOLVERINES 


. - 
Kvanstnn, III. — Members 
of the 


University of Miclvignn 
team 
will 


lenrn first hand how they were de- 
feated 
by 
Northwestern 
last 
fall 


when Conch 
Glenn 
Thistlethwaite, 


Purple, football mentor, addresses 
a 


meeting of Michigan rilumni at Tole- 
do, Feb. 15. 
The Wolverine athletes 


are invited. 


Conch Thistlethwaite has promised 


to tell his hearers n. few stories about 
the famous grid game. However, in- 
stead of speaking nn the subject 
of 


"Safet-ies," he has changed Ills topic 
to "Why Football?" 
out of respect 


to tfie Michigan players. 


Madison, 
-in I; 
L. Kice, Walortow^ Totals 358, 394, -J23, 


Snowball Dance. Last dance 


before lent at Eaofles Hall Ap- 
pleton, Friday, Feb. f2th. Lyric 
Orchestra of Maniluvvuj, 


Milwaukee --(/PI— I.ouls Hoffman 


five of Milwaukee shot their way into 
second place, in the five men event 
of the state bowling tournament here 
on the late shift Tuesday night, count- 
ing 2,042 for the evening. 
Right be- 


hind 
them 
pounded 
the 
Mahnke 


Parks slamming their way into fourth 
place with 2.S9S. 
f 


None of the leaders in the singles 


and doubles wore distmHiod, although 
some of the Kenosha cracks wore in 
pood form. (f. Newman hitting (139 and 
II. Stierman fiUI in the singles. 


FIVK MAX EVKXT 


Schaiier- Bartz, Milwaukee, i.l'.i,'!. 


U Hoffman?, Milwaukee, 2.942. 


Beaumont Hotels. Green Hay, 2.91 :i. 
Mahnke Parks, Milwaukee. 2.S9S. 
Badger Tops, Milwaukee. 2,S71. 
F. B. C. Madison, 2.SG7. 
~ 


TWO .MAN KVKXTS 


Teck-Uek, Manitowoc. 1,243. 
P.rueeger,Hrunke. Berlin, 1,234. 
Baier-Warner, Milwaukee. 1,233. 
l^awrence Kobcrnat, 
Khinelander 


1,218. 


Reinlie-Riepel, Racine, 1,212. 
ixmvjnrAL, EVKXT 


Vic Davis. Milwaukee 70S. 
1'". DaJee, Milwaukee t>77. 
A. Jebavy, Two Rivers fifil. 
W. AVendorf, Milwaukee GfiO. 
W. Pieper, Milwaukee 6H9. 


Al.,1, KVKXTS 


Jimmy Coffeen, (Ireen Bay 1.8S1. 
C. Daw. Milwaukee 1.861. 
M. .lacobsen, Racine 1,84!). 
V. Grossman, Milwaukee I,S4;;. 


WILLIAM LIEBL 


QUITS BASEBALL 


Veteran 
Sheboygan 
Sport 


Man Plans to Retire After 
30 Years 


436; 
K. Schwartz 179. 142. 13S. 159;'wook* 


W. Fries 148, 14S, 148. 
141; 
Henry! 


Strutz 170. 121, 151, 44L: Totals 816. | 
739. 
777, 2332. 
' 


Clams Won 1, 
Lost 2 -o. 
K unit 7. | 


178, 169, 194, 541; M. Grootenmnt 150. | 
150. 
150, 450: P. Schwartz 13fi. 143, 


172. 
451; W. Koebnke 145, 174. 132. 


471: 
F. Grenrson 176. 150. 161, 493: 


Totals 785, 792, 829, 2406. 


Feathers Won 2. Lost 1—A. Hoeh- 


t h a t sicat came 
.Mar. only a f"v, 


previous he had made his bis 


league debut. Detroit had 10 ni^n in 
the .300 class thai 
\-':ir. ",h:eh 
\ \ i l l 


give some idea of the w \ c r of the 
club at the bat. 


Tlirougiiout 
the 
game Kobrrtson 


pitched tike a veteran iisstead 
;>f a 


rookie. Ho merely laughed at I'm- pro- 
tests of the Detroit club that he was 
doctoring the ball. 


K. OK C. LKAGIE 


Klks Alleys 


\\ inu'Miaeos—won 2. 
Lost 1—Dr. 


Laity ! 4 4 . I6'l, 156, 409; L. Wolf 126. 
12'). 
11'i. :!«.-,; X. Mahoney 141, 163, 


173. 
179: IV. Frawley 135, 169, 166. 


•170 R. Ge,. 137, jUij. 1411. 493; handi- 
c a p I. 4. '. 12. 
Totals 707, 823. 75S, 


mo 150. 154. 139. 443; M. Ashauer 136. 
ISO. 156, 472: A. lliener 170. 132. 160. 
462; 
W. Koester 144, 157. 14T. 44S; F. 


Johnston 190, 170, 22.1, 5S1: Totals 790 
793, 
823. 2406. 


Xeeks — Won 1, Lost 2 — P. Manthy 


126, 163, 1(!2, 451; A. Adrit 136. 136, 
136. 408: C. Heinritz 
136 
152. 153. 


441; 
R. Austin 137, 15S, 170. 465; C. 


Currie 146. 172, 227, 545. Totals 681, 
781. 
8.48, 2310, 


B:i pries— Won 2. 
Lost 
1— H. Well- 


house 156. 181. 204, 541; A. .laschoh i 
153, Wit, 153, 459; D. Crolh 
131. 3S6; B. Bern ha nit 152. 
502: 
H. rsrinkman 183. 116. 


Totals 772, 797, 765. 2334. 


12S. 
2211, 
14T> 


127, 
130. 
44(i 


professional 
the last 40 


WOLVERINE BASEBALL 


CANDIDATES REPORT 


Nhcboygan — William Licbl, 
who 


hu« actively participated in amateur 
semi-professional 
and 


baseball in Wisocnsin for 
years, \\ill retire from the sport. The 
;man who has been at the helm of the 
IShehoygan Baseball club for 30 years 


I as manager refused to accept the job 
'again when it was ol'feied 
to him. 


j Shebyyga.n fans will tVel lost for 
a 


timeHvhen they do not see Hilly warm- 
' IIIA up with his players and do 
i hear him yelling his familiar 


I the-way-around-on-a-hit" 
expression 


'as be stood along 
the 
third 
base 


coaching line. 
' 
When ho goes, one of the 
most ! 


. familiar figures in Wisconsin baseball , 


i passes into the ranks of fandom. 
] 


] 
1 silly Liebl has 
Turned 
out 
more j 


I championship team.-- 
in 
the 
Lake. 


| Shore. Fox River 
and 
Wisconsin; 


j Slate leagues than any 
one- manager! 


I in Wisconsin. 
Out 
of 25 seasons in ! 


t I I P Lake Shore league he developed j 


; 15 champion nines and 
added one in i 


ihe Fox River Valley le-i.mie and one! 
| in the Wisconsin State League. 


i 
He became a member of the She-j 


boygan second team at Vhe age of 12 
'and soon afterward went on to the 
'"lug team" as a sub. He Ins man-. 
aped 
the 
principal Sheboygan semr- 
^ 


professional and professional 
teams 


since 1895. with the exception of one | 
yea r. 


P. AND C. SQUAD 


TIES BANK FIVE 


Both Teams in 


in "Y" 
Industrial Cagingj 


League 


SKRlOt'S HANDICAP 


That one game made me feel pretty 


well satisfied that Mr. Robertson \\as 
going to be quite some pitcher. 
lie 


showed me everything in the line of 
speed and curves and had plenty of 
poise. 


Four jears ll.ivl- elapsed since thai 


extraordinary qame. 
At 
limes Rob- 


ertson has 
given sinus 
of reuchim; 


stardom but on the \\hole he has'been 
a bit of an in-an-outor. 
good when 


good and bad when bad. 


An extraordinary sport fea'. is al- 


l ways the subject 
for much 
"bally- 


j boo." 
Robertson came in for miu'li 


; publicity as a result 
of his 
no-hit 


' feat. 
A majority of t h e baseball ex- 


perts believe that 
p;"-t iciifar 
same 


proved a oV.riment to bis caieer. 


i 
1'nqueslionahly Robertson 
has 
ni- 


1 ways been conscious of the fact thai 
he once blanked the hard-hitting IV- 


I t r o i t club without a hit nnd not 
al- 


lowing a runner '10 reach first. 
lie 


I has si rived to live up to it. 


It has been a mental h:>zaid t h a t 


i has constantly Leset him. 
As a re- 


sult he is pressing more often than 


liing nalmal. 


chi i- 


123. 
is 


i is. 
125. 


i Hi.'!, 


1 405: 


I 7!I5. 


14:;. 
3. 'I.'!. 
-192, 


pe- Won 1. Lost 2— R. Gage 


133. 
412: .1. Schneider 151. 


442: 
Win. Keller, Jr.. 151, 


400; 
H. Stoegbauer 142, 


rt. Timmers 146. 177, 


187, 
142. 
715, 


94, 


120, 


handicap 2, 2. 2, 6. Totals 
n:;, 2226. 


Apachi-sWo:i 1. Lost 2 — S. Steenl> 


149. H-2. 147. 4SS: M. 
Bauer 142. 


142. 112. 426; C.ellto 
155, 150. 148. 


45.'!: 
I I . Otto 132. 157, 176, 465; 
H. 


Marx l.'.S. 158, 158. 474. Totals 736, 
79!). 771. 2306. 


Sioux — Won 2. Lost 1— C. Reckner 


115. IS.',. 137. 4G7; J. Reidl 134, 125, 
117. 376: .1. Van Handl 140, 157, 
391; H. (Juekenberg 110. 143. 
373: 
.1. Si-.ommer. 181. 173, 169, 514; 


handicap 64. 64, 64, 193. Totals 774, 
847. 
6!)2. 2313. 


Onoidas Won 2. Ix^at 1— A. Stoeg- 


baiter 1 10. 176, 
162. 478; 
P. Crabba 


140. 153. 136. 420: Dr. Ladncr 135. 135, 
1S2, -i'i2: 11. Tillman 
139, 139. ISO: 


117; A. Sauler 157. 169. 179. 505; han- 
dicap 31. 102; totals 715. SOG, 832. 238::. 


Cllippewas Won 1. Lost 2 — A. 
Hall 


133. i:«, 133. 390: 
J. Hugh 140. 116. 


!58. 
153; c. (Jnrvoy 158. 154. 123. 13'. : 


K. Ivilloren 120. 120. 120, 360: G. Car- 
roll 132. 172. 12S. 132; 
handicap :.:., 


It)."); totals 747. 7SO. 717. 2211. 


STANDINGS 


.Galpin Hardwares 


11, I Citizens Rank ... . 
""" Mcnnsliu I', and C. 


Fox River Co. . .. 
Riverside 
Kimberly-ClarK 
. . 


Foot fitters 


Paper Co. 


1.000 
.800 


.<>('», 
.'100 


.200 
.000 


Ky virture of a forfeiture from the 


1'ootfitters, who failed to put in Iheir 
their appearance Tuesday night, tjie 
Menasha P. and C. (V. stepped into a 
tie with the Citizens bank team for 
second place in the standings of the 


Industrial 
Basketball 
^ . M. 
C. A. 


league. Hoth squads have won four | 
games nnd lost one. 
i 


The 
Fox 
River Co., increased 
its j 


per centage to .666. a.s a resull of a | 
forfeited game over the 
Coated P.i- ] 


1 
KoberlMni is to 
he 
wilh 
the 
St. 


! Louis Browns next i-vaMiri, fioinjj to 
!tbat club over (he waiver route. Pt«r- 


j haps (he change.' of scenery w'.ll have 
> a beneficial effect. 


a 


I'xrsrAL, PITCHING 


Speaking of great p-.lching 
feat-;. 


I will never foget a minor league per- 
formance of .lack Zeller, a 
t wirier 1 


luul worked with in tlie bushes. 
It 


\vas performed the year 1 broke into 
the American League. 
lHOti, 
Zeller 


going to Atlanta 
of the 
Southern 


league the same season. 


The game -wiVn with Montgomery 


and was called in the 13th inning on 


] account of darkness, the score beins 
la tie. 2-2. Here is what Zeller did: 


Struck out 12 men in nine innings. 


19 in 13 innings. 
Hid not give a 


on balls and hit only one 
first man to face him in 
session. 


Ann 
ArlK>r, Mich.—Although snow; 


still covers Perry field diamond. Mich- ' 
gan baseballers are hard at work in ! 
Yost. Field House. Rnttcry candidates 
reported to Coach Ray Fisher Mon- i 
day 
and 
immediately 
started work, i 


JabolnowsRi, 
Walters, 
Hovey 
nndi 


Southworth, 
all pitchers 
of a year> 


ago; and Raker, Davis 
and 
Edgar, I , 


veteran catchers 
were 
on the job. I 


Cherry, Molenda. and Gawne. members | 
of the basketball squad, will not 
re-1 


port for baseball until the court sea- 
son ends on March S. 


Fjght Results 


St. Petersburg, Kla. — Tony 
Ross. 


I'itt';hurg. beat Joe Peck, Charlotte, N. 


10 rounds. 


MICHIGAN HOCKEY SQUAD 


WILL PLAY MARQUETTE 


Hot .Springs, Ark.—.limmic Francis, 


N. .)., knocked out Jack 
Union 
Kopp, Lor, Angeles, 2 rounds. 


' IM>I- Co. The Fox River Co. holds un- 
disputed claim to third place. 


Xex't 
Saturday 
night, Feb. 13, 


i Hankers, 
nnd 
Kimberly-Clark 
Co. 


. ?ni;nd 
will mix in the opener, 
and 


; Riverside Co. and 
Galpin Hardwares 


•n the second game. 


I 
—— 


I i7.ed, managed 
nnd 
paying like the 


i professional baseball leagues. 
| 
Disillusioned by the disregard 
for 


prestige, 
the managers of the 
na- 


tional circuit came back with open 
tbreits of a salary war which would 
drive Pyle nnd his famous 
protege 


out of the game if need be. 


succession, six 
the lentil and 


Pitched 20 sttikes in 


J i n the ninth, nine in 


• five in ther eleventh. 


; 
Of the 
:i!) outs m tlie i;! 
innings. 


j 1!'. or practically half, were retired 
(on strikes. 
At one time he 
whiffed 


! seven men in succession, getting the 
iilast two in the ninth, the side in the 


I t e n t h and two in the eleventh. 


That game got Xeller :i big league 


trial but illness forced him to 
retire 


from baseball before 
ho 
made 
the 


j;rade. 


base 


batter, the 


1he opening j (ivko 16]- j 


'. heuvcl 215. 


l.lTTI.i; CHl'TK BO\VI,IN(i 


I.Utle Chute Alleys 


L. C. Lumber Co. Won 2. Lost 1-- 


H. Hartjes 162. 202. 179, 513; J. Koelm 
178. 160. lo.l. 501: J. Hanimen 150. 150. 
150, 
450: A. I'. Rock 155. 223. 146. 52!: 


If. Harnmpn 179 181. 138. -19S: totals 
S2I, '.>1«. 776. 2516. 


Pick's Five Won 1. Lost 2—T. Ou- 


(lenhoven 1S7. 19S, ISO, 565: J. We.\- 
enberg l i t . 
138, 
222, 504; C. 
Van 


Hammond 142. 139. 146. 527: Blind 
15(1. 150. 150, 450; A. J. Heitpas 152. 
340. 
178. -170: totals 775, 765, $76. 2406. 


C. O. F. No. 450—Won 2. Lost 1—C. 


Wynboom 196, 181, 154. 531: H. Ver- 
beten 151. 211. 213. 574: A. A. Heitpu<> 
150, 
177. 173. 500; K. Verstegen 120. 


203. 
170. 500; P. Vanden Brand 17'.'. 


208. 
186, 573; totals 784. 9SO. 902. 2666. 


Cement Works Won 1. Lost 2—J. 


Strick 192. 169. 
195. 556: 
A. Wyn- 


boom 177. 173. 152. 502: P. 
Vanden- 


heuvel 192. 172, 136, 500; A. Langen- 


0. 
170. 501: G. Vanden- 


173. 
172. 560; totals 937, 


S57, 
825, :T619. 


HAIR-GROOM 


Keeps Hair Combed, Glossy 


Weil-Groomed all Day 


Ann Arbor, 
Mich.—,\ 
home-and- 


lome hockey 
series 
between 


incite University and Michigan has 
•>een 
arranged. 
Ted Wieman, Wol- 


verine assistant athletic director, an 
•jounced. 
MnrqueUe 
will play-here 


<Yh. 15 and Michigan will ,.i;,y ;>( M i l 
.vuiikec March S 


Paris — Paolino Uzoudun, Spanish 


heavyweight champion, knocked out 
"Soldier" Jones, Toronto, Canada, one 
round. 
• ' 


V'pnion, Calif.—Ted Moore of Kng- 


- I land knocked 


rounds. 


out Bert 
Colima, four 


Stainless steel is the invention of a 


Shetltold worker \vbo happened upon 
it while, studying the effect of explo- 
sions on K mi bands.' 
' 


A 
Niffht in Japan on Roller 


Skates. 
Armory, 
Appleton, 


Wed., Feb. 10. Hats, Horns, 
Noisemakers for everyone. 


Har<f Time 
Dance "Black 


Creek Thurs., Feb. 11. Music 
by the Valley Garden Entertain- 
ers, prizes will be given. 


TONIGHT — CINDERELLA 
CHARLESTON EXHIBITION 


Y. 
1. C. A. CAGERS WILL 
COMPETE AT MADISON 


Madison— (fi>) —Winners of T. M. 


C". 
A. 
basketball 
tournaments 
at 


.lanesville, 
I,-i Crofse, 
Behiit. Madi- 


son and Uaraboo will compete in the 
southwest 
district 
turnnment 
here 


March 12 and 13. This Xovirney, Lorar. 
Cockran, physical director 
of 
the 


Madison V. M. c. A., announced Tues- 
day will be the forerunnncr to 
the 


state tournament 
in 
( 


March 19-20. 
The new 


created under a plan adopted Monday 
at a meeting of V M. C. A. physic.il 
directors •». 


final touch 


"Hair-Groom" is 


a dignified comb- 
ing cream 
which 


costs only a few 
cents a jnr at any 
drug store. Milli- 
ons use It becalm* 
it gives that lift- 
tural 
gloss 
and 


well-groomed 
ef- 


fect to the hair- 


to goo'' f!renn both 


In business nnd on social occasion*, 


reen 
Hay. i Kven stubborn, unruly or shampooed 


district 
is ' hair stays combed all dny in any stvlo 


you like. "Hair ( ;room" In 
nisi, helps grow thick, heavy, 
hair. 


'SPAPERf 
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The Everyday Way Of Advancing Your Interests Is To Scan This Profit-Page 


API'LETON r08T-CKESCK> X 


KZ~J'??v 
*****w^ 
^rfj-SB^M 
Cl album 


AUTOMOTIVE 
AUTOMOTIVE 


Ad 


Automobiles For Sale 
11 
Automobiles For Sale 
U' 


All aCs are restricted to tt)»tr proper 
claasiflcalions and to the regular Apple- 
ton Post-Crescent stylo of type. 
Dally rate per line for consecutive In- 


sertions: 
. 
Charges Cash 


One day 
1= 
-JJ 
Threo tlavs 
10 
•?• 
Six days' 
W 
.08 
Minimum charge. 50r. 
Advertising ordered for Irregular _in- 
STtlons t:U:es tho one Hive 
'n^ertion 


rate, no ad taken for less tHim bnsis of 
MYO lines. Count 5 average w.-;-ds to a 
UneCharged ads will be received by tele- 
phone and if paid at office within six 
days from the first day of insertion cash 
rate will be allowed. 
\ds ordered for three day» or six days 
and stopped before expiration will only 
be charged for the number of times the 
ad appeared and adjustment made at 
the rate e*m«o. 
Special rate 
far 
yearly advertising 


upon request. 
Publishers reserve the right to edit or 


reject any classified advertising cupy. 
Telepnone 54!, ask for Ad Taker. 
The following- classification heading's 


appear in this, new«p.'-per in the numer- 
ical order here given, closely 
alhea 
classifications being grouped together. 
The individual advertisement;!! are ar- 


ranged under these headings in alpha- 
betical order for yuick reference. 


ANNOUNCEMENTS 


a-Card of Thanks. 
3—In M«moriR». 
4—Flowers and Mourning Goods. 
5—Funeral Director*. 
6— Monuments and Cemetery Lots. 
7—Notice*. 
_ 
s—Religious and Social ^\eiiLs. 
S—Societios and .Lodg'-a. 
li1—Strayed, Lost. FounJ. 


AUTOMOTIVE 


A—Automobile Agencies. 
11—Automobiles For Sale, 
ij—Auto Trucks For Sale. 
13—Auto Accessories, Tires, FarU. 
14—Garages Autos for Hire. 
15—Motorcycles and B'cycles. 
1G—Repairing—Service Stations. 
17—Wanted—Automotive. 


BUSINESS SERVICE 


JS—Business Service Offered. 
].<—Building and Contracting. 
;0—Cleaning, Liye-ing. Renovating. 
a—Dressmaking and VJllinery. 
^—Heating, Plurnhing. Roofing. 
i 


^J—Insurance and Surety BoLids. 
L'4—LaunderiDg. 
;>-Moving, Trucking. Storage. 
Li—Painting, Paperiag. Decorating. 
IT—Printing, Engraving, Binding. 
• 
^—Professional Services. 
LS—Repairing and Refimshing. 
uU—Tailoring and Pressing. 
IU— Wanted—Business Service, 


EMPLOYMENT 


I;1'—Help Wanted—Female. 
X!—Help "Wanted—Male. 
34_HelD—Male and Female. 
36—Solicitors Canvassers. Agents. 
K6—Situations Wanted—l-'emal'j. 
^—Situations Wanted—Male. 


FINANCIAL. 


r.S—Business Opportunities. 
;-.»—Investment. Stocks. Jionds. 
4.—Monty to Loan—Mortgages. 
41—Wanted—To Borrow. 


INSTRUCTION 


r—Correspondence Courses 
<ii—Local Instruction Classes. 
44—Musical, Dancing, Dramatic. 
tj— Private Instruction. 
4u—\Vanted—Instruction. 


LIVE STOCK 


47-Dogs. Cats, Uthir Pets. 
4:>—Korsus. Cattle. AVhiUes 
41.—Poultry and 'Supplies. 
£,>-\\antud-Live Stock 
MERCHANDISE 


;,]_ Artie lea for Sale. 
ilA-Baiter and Exchange. 
.'i.-j:o.>ib iiijn AcecssoiUs. 
63—Building Materials. 
f.4—Business and Ort'cfc EquU.ment- 
jj—Farm and tialry Pruductv 
ofi-Fui-1, Fec-d. Fertilizers. 
B7—Good Things to Eat. 
»8—Home-Made Things. 
i.0—Household Goods. 
to-Watchcs. Jewelry. Diamonds. 
Hi—Machinery and Toots. 
tU—Mtnjcal Merchandise. 
u;A—Radio ISuuipir.ent, 
Kf-Seeds, Plants, Flowers. 
(-..(—Specials at the Stores. 
Bi—Wearing Apparel. 
Lt—Wanted—To iiu>. 
KOOMa AND BOARD 


C7-Rooms and Board. 
IK—itooms Without Board. 
ut-Kooma for llousekeepinE- 
'.«- Vacation Places. 
71—Where to Eat. 
7 —Where to Stop In Town. 
TU-Wanted-Room ur Board. 
REAL ESTATE FOR RENT 


,M-Apartments and Flats. 
75—Business Places for Kent. 
7G-Farms and Land for Rent. 
,7—Houses for Rent. 
7i—Offices and Desk Room. 
•.it-Shore and Resorts—For Rent. 
ED—Suburban For Rent, 
tl—Wanted—To Rent. 
REAL ESTATE FOR SALE 


R-Brokers In Real Estate. 
Ki-Business Property for Sale. 
W— Farms and Land lor oil-J. 
t4—Houses for Sale. 
!£—Lots for Sale. 
SB—Shore and Resorts—For Sale. 
K7—Suburban for Salt.-. 
ti-To Exchange—Real IGstate. 
bi«—Wanted—Real Kstat--. 
AUCTIONS. LEGALS 


rfl—Auction Sal- s. 
ill—1.,-gal Notices. 


ANNOUNCEMENTS 


Cards of Thanks. 
2 


BUV NOW — 


• W E I I A A ' U a tine assortment of good 


>er\ ii r-.ibl,- used cars including late 
mode! i losed types of popular make. 
AVe are now offering the following at 
attractive prices. 


Dodae Brothers R. Sedans 1921 
Dodge Brothers 4 Pass. Coupe. 192" 
1 
Oo.ige 
Brothers 
3923 
Business 


Coupe 


, 4 lio.ige 
Brothers 
Touring--. 
lateM 


type.' 
Fori! Four Door Sedan. 192"> 
Ford Coach 1925 
Ford Coupe. 192-' 
Studebaker Tourinc 
Cadillac "S" Tournm 
2 Fi>rd Coupes. 192:; 
t> Ford Tourings $35.00 and up 
2 Clmlonville F. 
\V. T>. 3 
ton \v:th 


livdraulic Pump bodx s. Very reason- 
able 


SMALL cash 
paxment 
balance 
on 


HK-nihly terms. 


AVOLTER MOTOR COMPANY 


McCAXN'S ;«Ai: 


XOW IS THH Tl.MK.of 
the 
year, 


when the prospective used car buyer I 
.can be assure-.! 01 getting better bar- I 
pains. 
Easy 
payn.-nt plau started , 


now will give you p-issession of a 
car for spring driving. 
; 


Dodge Coupe 


( Reo. 4 ey. 
Fine condition. Si<;'abl? 


for truck. 
Hudson (,'oaches 


ICs-=ex Coach. (4) 
i 'lievrolet Coupe. 
i 
Ford Coupe. 


GIBSON'S 53 BARGAINS 


Bra;-,-! New Ford Rdstr. at Disoounl 
1!>24 Ford Tudor il'rlVt.l 
?S?n 


1922 RA" Knight Sedan 
$55d 


JP2:; 1 lodge "A" sedan 
sr,50 


1H24 OKis -• door Seaan 
S6S5 


19J4 Chevrolet Coupe 
?29o 


1925 Essex Coach 
$595 


1S24 Willys-Knight Coupe Sedan $795 
1924 Olds Sport (New Balloonsi ..$625 
1924 Overland (Kike New) 
$250 


1924 Ford Coupe (Balloonsi .... $350 
1924 Ford Tudor (New Balloons) $450 
1924 Koni Tourinp: (New Tire>> ..$225 
;:)22 Kti!"k 4 I'ass Coupe 
$595 


192:> Buu-k Rdstr. (Xew Tires) ..$350 
1923 -Chevrolet C^upe 
$225 


1921 Tadilla.' Seda;i. 3 passenger $775 
1924 Chandler Brougham. 2 doo- $775 
192H Ford Tt'tiriiig (Starter) .... S90 
1922 Jordan Touring- (Blue! .... S5S5 
1321 For'': Coupe (Good cond) .. $190 
192fi Chrysler Coach, new, S250 


discount. 


1925 Hudson Coach, extras .... SSOO 
1925 Hudson Coach, extras 
SS95 


i 924 Essex Coach 
5475 


1924 
Light 
Six 
Studebaker 


1925 Master Six Buick Sedan, 7 


passenger, sold for 2,550. 
Our price 
51.550 


Late model Kissel Rug Roadster S750 
1925 Ford Coach, balloon tires . .$450 
1925 Kssex Coach, many extras $555 
1925 Overland Coupe 
$450 


1925 Buick Master Six, 
winter 


sides 
$1.095 


19J4 Packard 
Sedan. 
4 wheel 


brakes 
$1 750 


1924 Willy-Knight Coupe-Sedan $795 
1925 Chevrolet Coupe, like 
new S550 


1924 Light Six Studebaker 


Coupe, like new 
$675 


192H Jordan Blue Boy. 
winter 


s:des. extras 
$S75 


1924 Ford Coupe, like new- .... $325 
11O4 Chevrolet 4 passenger 


Coupe 
$350 


1924 uvi-rland Touring 
$250 


192:; Dodir- Seaan 
$550 


Tourinu. 1'aloon tires 
J55U 


1922 Buick ti Roadster, refimsh- 


ed 
$350 


it_':l Maxwell Coup", perfect .... $495 
1921 iiidce Coupe, refinished .. $250 
1921 Nash Sedan, rctinished .... $350 
1921; Chevrolet Coui>e 
$29n 


1922 I'aige Touring 
$265 


1921 Studebakor Special Six 


Sedan 
$350 


cmlillac Roadster. 55 mcx.1',-1 .... $200 
1921 Ovprland S^dan 
$275 


1921 Essex Touring 
$275 


1922 Case TourinK 
$275 


1922 overland Touring 
$100 


A X V of Hi" above ears will be sold at 
one th'rd iluwn, balance monthly. 


c.IBSOX AUTO EXCHANGE 


Ai'pi^lon—211-21?, West College 
Oshkosh—2C2-264 Main Street 
Fot.d du Lac—20S S. Main St. 


EARLY SPR1XG SALE— 


25 
DIFFEREXT 
CAR.S 
OPEN 


AXD CLOSED. 
ALT. om 
CARS 


HAVE 
GONE 
THRorcH 
OUR 


SHOP. 
BY 
BUYING 
NOW 
FOR 


SPRING YOU 
GET 
A 
PERFECT 


REBUILT REFINISHED CAR. 


:', FORD TOURING 
2 FORD COUPES 
I CHEVROLET SEDEXETTE 
1 CHEVROLET PAXEL BODY 
1 CHEVROLET TON TRUCK 
1 DODGE TOURING 


1 NASH TOURING 
! PAIGE ROADSTER 
1 PAIGE COUPE 
:! 5 PASS. TOURIXG 
?, 1 PASS. TOURING 
2 .JEU'ETT J-5KOUGHAM 
2 JEWETT SEDANS. 


HERRMANN MOTOR CO. 


DEALERS 


Essex 6 Coach. 
Maibohn (2 pass.) Roadster. 
AVire wheels. 


J. T. McCANN CO. 


Tel. 212. 
Open evenings. 


USED CARS— 


WHEX 
YOU RUY 
BUV RIGHT! : 


Some mighty line used car bargains 
offered beloxv. Many others to select 
from. 


i;ood Ford Coupe. I!1!'3. 
Fine condi- 


tion. Thoroughly overhauled. 
1924 Chevrolet Touring 
1925 Chevrolet Touring 
Podge Touring 
Paige Touring 
1922 Ford Touring. 


SMALT, down payment. 10 mo. time 


, on balance. 


O. R. KLOEI1N CO.' 


-111 AV. College Ave. 


365 Mistakes A Year! 


That'.* a foolish record to establish! 
The.^e enlightened days there are very few people who 


go that pace—because nearly all of them' realize the import- 
ant of reading1 the A-H-C Classified Ads every day. 


It most assuredly is a mistake to neglect the A-B-C Clas- 


sified Section a single day. 


How do you know what opportunities are slipping through 


your lingers, if you do not rend this perfectly catalogued list 
of wants and offers every smule day'' 


There are no "off" days in the classified. 
It always has profitable offers -and just the day you make 


tho mistake of missing: it. it may hold the opportunity of your 
lifetime. 


Read it and heed it daily—and profit proportionately! 


The A-B-C Classified Ads 


Always the Same—In Service 


Always Different—In Opportunity 


FINANCIAL 


Investments, Stocks, Bonds 
39 


SURETY 
BONDS—Why 
ask 
your 


friends to go your Bonds and obli- 
gate themselves, whereby they may 
lose their home. Maryland Casualty 
will go your Bond at a nominal cost. 
Ka'xv. Vaughn, 
Agt., 
Uehnke-Jenss 


Money to I joan—Mortgages 
40 


MONEY TO LOAN—P. 
Applcton, AVis. 


BUSINESS SERVICE 
EMPLOYMENT 


Situations Wanted—Male 
37 
Moving, Trucking. Decorating 
2r>' 
»« 


"LONG DISTANCE HAUL-IXG— Also" | M KCI i A x ICA i, KXG IN E ER 


A. Kornely, 


INSTRUCTION 


Instructions General 
43A 


AUTOMOTIVE—.Learn all about Au- 


tos and Auto Electricity. 
Splendid 


opportunity for ambitious men. Can 
earn $125 to $250 a month. Write 
today for free training book. Milwau- 
kee Motor School. Pept. A. P. 557 
Downer Ave.. Milwaukee. Wisconsin. 


MERCHANDISE 


Articles for Sale 
51 


OtL- BURNERS—"Round Oak," sum- 
mer heat oil burners. Entirely auto- 
matic. Can be installed in any kind 
of weather, as you do not have to 
dismantle your furnace. For partic- 
ulars phone 208. 


Business and Office Equipment 54 


SAFE—"Dtebokl" office safe in excel- 
lent condition. Size 42" x 29", double 
doors. 
.Inner arrangement consist 


of 
small 
drawers, 
8 large 
com- 


partments for books, files, etc. Cash 
box. 
Will be sold 
reasonable. In- 


quire at Post-Crescent. 


LIVE STOCK 


Dogs, Cats. Others Pets 
47 


PUPPIES—For sale. German 
Police, 


-sired' by the 
Beautiful 
Buddy 
J. 


Price $25.00 females, 
$35.00 
males. 


Now ready for delivery. JB. C. Jost, 
New London. \Vis. 


Horses, Cattle. Vehicles 
48 


BULL REGISTERED* HOLSTEIN— 
Fine type 
and 
heavy 
production. 


Homestead breeding. O. Mossholder 
& Sons. R. 4, Appleton. 


Garages—Autos For Hire 
14 


GARAGE—For rent. 522 AV. Sixth ST. 
Tei. 570. 


Repairins—Service Statin is 
16 


local trucking. G. H. Buchert. Trans- 
fer. Tel. 445. SOO X. Clark-st. 
| 


Painting, I'aiJerinjj. Decorating 26 


WALL PAPER—Paints and varnish. | 
use our paints and get "Moore" sat- 
isfaction. 
William Nehls, Washing- 


ton and Superior Streets. 


Repairing and Refinishing 
29 


SHqE~REPAlRlNG—AVe call for and 
deliver. No extra, charge. Tel. 330. 
Central Shoe Repair Shop. Briggs H. 


•ifiner, specialist in steam power and 
textile factories desires to get a po- 
sition oC this kind. Write E-21 Post- 
('reseent. 


FINANCIAL 


BROOD SOWS—Due to 
farroxv 


March. also cows. Phone':!24IW. 
in 


Business Opportunities 
38 


APPLETON 
SERVICE 
GARAGE— 


Authorized Ford service station. Ex- 
pert repairing. Day and nisht tow- 
ins. Phone 3700W. After S:00 P. M. 
Call S700R. 
HADIATOR—Cores carried in 
stock. 


Radiators 
repaired, 
fenders 
and' 


bodies rerolled. Appleton Auto Rad. 
& M<nal Works, 124 E. TVashington- 
st. Tel. 249.S. 


Wanted—Automotive 
17 


EMPLOYMENT 


Help Wanted—Female 
3,1 


BEST CAR—S500 cash will buy. Tel. 


23S6J or 1744. 


BUSINESS SERVICE 
Business Service Offered 
18 


ADJUSTMENTS—and collections. 
.1. 


A'. Rorer Agency, 115 E. College-ave. 
Phono 316.' 


AWX1XGS—Make the home complete 


Appleton Awning Shop. 70S W. 3rd 
St. Tel. 3127. 
WELDS DRILLED—Pumps repaired. 


Call me for prompt and reliable ser- 
vice, .i. Kons. Tel. Oti51-J5. 


V.IRI,—Over 17. To assist with house- 


j work. Tel. 3335. 1050 H. John St. 
'MAID—Do not apply 
unless experi- 


I enced in housework and cooking:. No 


children. Must be over IS years of 


1 age. one that can go home 
nights 


Preferred. Write E-23 Post-Crescent. 
SALES LADIES—Attention: Lingerie 
and Dress, two complete lines: you 
can sell 
high grade 
garments at 


these prices. Bloomers $3.95: 
Slips 


$4.95. Chemise $3.95. Negligees $8.75, 
etc. Best line ever offered. Make us 
prove it. Xo investment. AVrite Pre- 
miere Garment 
Company. 
Galion, 


Ohio. 


Heip Wanted—Male 


AUTOMOBILE MECHANIC— 
Want- 


ed. One who can take charge of shop. 
Siebers Kramer Auto Co. Kimberly, 
AVis. 


Dressmaking and MilrTnery 
21 


"BEATRICE"—For alterations, hem- 
stitching, 
pleating, 
outtuns 
and 


fancy dyeing. 232 E. Coilege-avo. 


DRESSM A KING—Plain or fancy~TvT 


316:',R. 215 E. Summer St. 
GOWXS—Remodeled. Made to order. 
Reasonably priced. Hemstitching and 
picoting- C<- and So a yd. 
Tel. 24S9. 


(530 W. Packard St. 


1'LA 1X ~SEWIXG—WanTed 
Reason- 


able prices. Tel. 23S3R. 1750 X. Ap- 
]>le_ton St. 
SEWING" 


COREMAKER—Wanted. First class. 
Hayton Pump & Blower Co. S51 E. 
AA'isconsin Ave. 


FARM HAND—Single. Steady. 
CaTl 


9612.113. 


BUSINESS OPPORTUNITIES— 


GENERAL, MDSE. STORE—In coun- 


try town near 
Appleton. 
Size 
of 


store 20xK4. 7 room house in connec- 
tion equipped with hot air furnace. 
Price of building $7,500. Stock will 
inventory about $12,000. Will trade 
for house in Appleton or small farm- 
near Appleton. 


(GENERAL, MERCHANDISE STORE 
! —In town of about 5,000 population 
| near Appleton. Located in building 
I 2Hx50 on lot 125x120. Price of build- 


I ing $4,500. Stock will inventory about 


$6,000. 


I POOL & BILJ.IARD HAL.L—In town 


I of about 7,000 population near 
Ap- 


| pleton. Equipped with 5 pool tables, 


soda fountain and soft drink equip- 
ment, launch room and 
equipment. 


Price $5,000. This business is located 


j in rented building at $80 per month, 


with 10 living rooms' in connection, 
part, of which is subleted for $20 per 
month. AVill trade for some 
other 


kind of busniess or house and lot. 


L.AABS & SHEPHERD 


3-t7 AY. College Ave. 
Tel. 441. 


CATTLE—Having purchased a bunch 
of Brown Swiss, will sell a lot 
of 


heavy Holsteiii springers 
or 
fresh 


cows. Also a lot of heifers, also 
a 


Holstein sire fit for service and a 
bunch of brood sows. Farm 3 miles 
west of Hortonville, George McElroy, 
Hortonville. 
COAVS—Three or 4 registered 
IIol- 


steins, fresli or soon due. 
AVieckert 


Farms, Tel. 9632-R11. 


MAX—Wanted to 
work 
on 
farm. 


Must Vie a good milker. Tel. G2F11 
George McElroy, Hortonville, R. No. 
o 


Solicitors, Canvassers, Agents 35 


. . . . . . . . . 
-Of 
all 
kinds 


M'-ade St. Tel. 171411. 


at 212 X. 


AGEXTS—Sample Out (its 
furnished 


free. Established firm has opening to 
sell lingerie and hosiery in Applelon. 
Advertised in leading magazines. Ad- 
dress L Box 370, Fond du 'Lac, Wis- 
consin. 


-Insurance and Surety Bonds 
23 


ACCIDENT AND i IE AL/TK—Protect 
your income with a policy. See Stev- 
ens and Lange, First National Bank 
Bldg. 


Moving. Trucking. Decorating 23 


HOUSEHOLD 
GOODS— 
And 
?a7 


1 .-torage. 
Smith Livery, 
phono 105, 


corner I-'LWrence and Appleion-sts. 


DISTRICT 
MANAGER— 
Largest 


i New England house. Suits, overcoats 


j $23.50 factory -to 
wearer. 
T/argest 


i commissions. Possibilities $5000 
up. 


i Boston 
\YhoIesale 
Clothing, 
47 


Beach. Boston. 


Situations Wanted—Female 
36 


! TYPING—And bookkeeping 
wanted 


i by experienced 
girl. 
Tel. Menasha 


1 J-,54. 


Situations Wanted—Male 


MOA'IXG—Harry H. LOUR. 
Tr-1. 724. 


11.1 S. 
\Valnut-st. 
l^onK distance 


hauling. Agt. Northern Trans. Co. 


P.ARP.ER— 
Desire?. 
position. 
2M; 


months experience. Writu E-22 Post- 
Crescent. 


GARAGE EQUIPMENT—And stock. 


Owini? to poor health will sell. 
In 


city of 3000. AVrite E-1G Post-Cres- 
cent. 
GROCERY STORE—And Meat Mar- 
ket combined. Well established. Do- 
ing a fine 
business in a 
live 
city, 


write E-19 Post-Crescent. 
PARTNER—AA'anted, to invest 
$500 


or more in manufacturing of a. Radio 
Accessory in Appleton. 
This radio 


unit represents 
progressively 
new 


idea with unlimited field for sales, as 
indicated by present demand. AYrite 
E-15 Post-Crescent. 


SAW MIDD-GA.RAGE—Go into busi- 
ness of your own. 
Saw mill, doing 


custom sawing, grist mill, and 
ga- 


rage, all connected doing fine, busi- 
ness. Only garage in city. 
Owner 


must get out on account of sickness, 
$5,000.00 takes it all worth twice this 
amount. Terms will be arranged, or 
small house 1a.ken in. Geo. J. Mayer 
Company, 
Menasha. 
Office 
over 


Bank of Mcna-sha. Tel. 307 or 760. 


CLASSIFIED ADS make a big dif- 


ference in the amount of money you 
are able to save. 


DRAFT HORSES—We sell and trade 
On time. 
A Gabriel, Geo. Walter 


Brewery Barn. Tel- 2449. 
HORSE—And rubber tired buggy for 
sale $15, also Harness, milk wagon, 
cutter and light sleigh, cheap. Would, 
take grain. Tel. 961SJ11. 
George 


Haefs, R. 5. 
HEIFERS— Guernseys, 
grd.-io 
and 


registered. Priced right. K. A. Nel- 
son, Gillinstiams Corners. 
On car 


line. 


Fuel, Feed Fertilizers 


WOOD—12 inch dry maple 
$4.50 


cord delivered. Call 175SW. 


Household Goods 
59 


BED—AVith spring and mattress $5. 


1 oven for oil stove 51. One new 2 
burner gas 
plate $3.75. 
Tel. 2495. 


820 W. Packard St. 
GAS STOVES—And oil stoves at low 
prices. E. A'an Horn, 221 N. Apple- 
ton St. Tel. 347JK 
KITCHEN HEATER— Blue Steel can- 
opy to)) for gas 
range, also stove 


pipes. 821 N. Onoida St. Tel. S9. 


L.UVIXG ROOM SUITE—Three pieced 


leather. Inquire 611 10. Pacific street, 
or phone 1474. 


PARLOR SUITE—;! piece. 9x12 
Din- 


oleum rug, kitchen cabinet, lace cur- 
iains and 
drapes. 
Just like new. 


Price reasonable. Call between 9 and 
12 a. m. and from 2 to G p. m. 311 
N. Durkee SI. 
RANGE—-Combination. 
AYood 
and 


gas. 
Practically new. Party leaving 


city. Call at 110!) N. Morrison St. be- 
tween 5 and 8 evenings. 


REAL ESTATE FOR RENT 


Apartments and Flats 
74 


FIRST WARD—Lower flat, complete"* 
ly modern. Price $35.00. Call 2207J. 
HOMES—If looking to rent home or 
apartments, Call up 
Gates Rental 


Dept. Tel. 1552, 209 N. Superior St. 


N. RICHMOND—Modern 4 room low- 
er flat. Reasonable. 
Close-in. Tel. 
937. 
N. DURKEE ST. 311—5 room lower 
flat. Modern. 
SHERMAN PL,. 34— Modern 
upper 


and lower flat. Tel. 3084W, 


AV. COLLEGE AVE. 217—-Steam heat- 
ed apartment. Apply at State Lunch. 


AV. LAAVRENCE ST.—G room upper 
flat. Tel. 1185. 


Busiriess Places for Rent 


STORE LOCATION— 


Very desirable store location on 
Oneida street near the avenue. 
Modern in every respect. Terms 
and period of lease will appeal to 
you. Dan P. Steinberg1,. Realtor, 
206 W. College Avenue. 


Houses for Rent 
77 


W. COMMERCIAL ST. 319—7 
room 


home. $25.00. X. Oneida St. 
310—7 


room home. Gates Rental Dept. 209 
N. Superior St. Tel. 1552. 


Offices and Desk Room 


AV. COLLEGE AVE. 217—Steam heal- 


ed 
office 
rooms. 
Apply at 
State 


Lunch. 


REAL ESTATE FOR SALE 


Farms and Land for Sain 
83 


RANGES-—We have a, 
selection 
of 


used ranges at very attractive prices. 
AA'is. Tr. \j\. lit. & Pr. Co. 


HORSES—AYe sell and trade. A Slat- 


er & Co. 116 S. AYalnut St. 
Rear of 


Dohr's Hotel. Tel. 2700. 


SEWING 
MACHINES—Xew 
and 


used $5 and up. Singer, AYhite, Free, 
Domestic, 
AYilson and others. 
AV'c 


repair any make. Machines rented by 
week or month. 
Tel. 973. 113 N. 


Morrison St. 


SIO Wl NG~~MA CHINE— 
'TJrmie.stic." 


wooden 
bed and 
other 
household 


goofls. Call at 414 S. State St. 


HORSE—And 
wagon. 


Packard St. Tel. 946. 


At 
715 W. 


MAKES—Dappel grey. Team. Weigh- 


ing 2950 Ibs. Coming 5 and 
15 yr. old. 


Gentle. 
Patrick 
D. Powers, 
Kau- 


kauna R. No. 4. Tel. 995F21. 


AVORK HORSES—And driving horses 
ami feeding pigs. Tel. 3223.1. 


Poultry and Supplies 
49 


BABY CHICKS—AVrite for 
circular 


price list. My stock is true to type, 
color and production. 
Guaranteed 


pure bred. AVm. F. Drocger Hatchery 
Seymour. AVis. 


Wanted— Ijivc Stock 
50 


BEES—AVaiited. Several swarms. 
Mossholder, R. 4. Appletun. 


MERCHANDISE 


Articles for Sale. 


Musical Merchandise 
63 


PIAXO—"Singer," 
dark 
mahogany 


finish. Excellent tone. 
Also bench 


and music cabinet. Reasonable. Also 
floor lamp. Cull 323S. 


SOXORA—$200 with records. $60. 727 


AV. 3 rd_ St. 
A'ICTROLA—and piano. 
Very 
rea- 


sonabie. Call 707 N. Gar£ield-st. 


Radio Equipment 
G2A 


DOUD SPEAKER— Brand, new AA'es- 
tern Electric radio 
speaker, 
never 


been used. This is the liest speaker 
on the market today. AVill sell at less 
than cost. Inquire 325 E. Hancock 
St. Phone 26S9.I. 


ETS— Several four, five and 


six tube Radio Sets. Radiola 
Erla 


Freshman, taken in on Apex Radios. 
For sale cheap. All guaranteed 
in 


perfect cond'ition. I'uth A u t o Shop. 


Specials at Ihn Stores 


BADGER FURNACE—22 in. For'sale 
A-l condition. Jos. Janson, Madison 
St.. Dittle Chnto. 
FUDL.ER BRUSHES—H. M. 
Hodg" 


S14 AV. 5th St. Tel. 1640. 


64 


FKEIH X< I MOLASSES— C:i lie 
I\ToTa~. 


2c, a Ib. Also some oilmeal screenings 
at $2C'» a ton. 
outagamie Equity 


Kxcbatigi'. 320 X. Division St. 


Wanted to Uuy 
66 


HEAT REGULATOR— 


Having in&tnlled an oil burner we 
have for 
sale one 
Minneapolis 


Automatic Draft and Hoat Reg- 
ulator for use 
on 110 
volt a. c 


circuit. Complete with chains and 
pulleys. This regulator will keep 
your home or building at an even 
temperature. Post-Crescent. 


ICE SKATES—And 
boots. 
Size 314 


Ea.stman Amateur 
kodak 
printer" 


Call 30S3R. 
KNITTER- 
1836R. 


-Gearhardt, triplex. 


CLOTHING—And jewelry. 
We buy 


and sell. L. M. Mills Co. New 
and 


Second Hand Store 408 N. Appleton 
St. 


AIN'T IT A GRAND AND GLORIOUS FEELING? 


PAIGE 
JEAVETT. 


HAHN—We 
wish 
to 
thank 
our , I'SF-D < 'ARS— 


friends, neighbors and rr-latixes for 
the kind sympathy and floral offci - ARE VOL" looking f o i w . u d to Sprin 
ings. Especially Rex. U'-dhn for his 
kind words during the 
n-rcnt 
be- 


reavement the death of our heloxed 
husband and father. 
Mrs. Loins 


Hahn and Children. 


and the purehaM- of a 
good 
useii 


'ur'' Now is the ;im<' to inspect tn'-s'- 
bniguinx Great'-;- dc-mand :n 30 or 
4u da} s m'-anh higher pru-<:s 
Til'- 


wise buyer bux-s no;v. 


YOU'RE 
OK/ A 


.STRECT CAR OM TH<~ 


TH£ 


. Yc>J'OlOr«'T 
UNDER. TH£ O-NCKSh~i 


Notices 


ORGANIZING — Of all direci 
selling 


salesmen. Write J. F. SteflVn-. or- 
ganizer. Empire Hldg., Green Day. 
\Vis. 


Strayed, Lost, round 
10 


BEAGLE 1 1OUXD— -P.laek and white. 
Answers to 
the 
nam^ of 
"Sam. 


Finder please call 3047R 923 \V. Elsie 
St. 
__ 
. 
___ 


BOSTON HULL DOG -Lost. HrmdUr 
and white. Finder please call Mrs. 
S herm an. Tel. TS90.1. Reward. 
___ 


COLLIE — Younp. 
Female. 
Found. 


Xo license number. Call 149. 
__ 


GLASSES— Tortoise 
shelf 
rimmed. 


Lost near Lawrence Chapel. Finder 
plpfise call 31. Reward. 117 X. Park 
Ave. 
PURSE — Lost. Small black purse con- 


lainiiiK Hosury, keepsake and small 
.sum of money. Kinder Tt-l. 340. 
_ 


AVATCH— lyist. 
17"~Jeweied 
Elpin, 


hunting case, fob attached. T.cl. 


1924 f i C I C K 
SPOKT 
TOI' P.I XG— (', 


cy'ind'-r \\itli wintei er.i losiiri-. Price 
51.2X.". 


WICK T O l ' R I X G - 192:'. 
<"> 
i \IIIKKT 


louring. A buy a' $900. 


FiUICK" COUPE-1524. 4 , \ l i n . i - r . Kf- j 
finished, $800. 
] 


IJUICK SEDAN—4 door. 1S21. 
$700. 


A bargain. 


j 


NASH ROADSTER—1522. 2 
passen- 


ger. Pri< r- $300. 


O A K L A N D SEDAN—192D, 
4 
door. 


Our price $350. 


BUY 
your 
spring '-ar 
now - bett.fr 


bargains. Small payment down sc 


' cures the car. until 
you are 
ready 


for it. 


CEXTKAL MOTOR CAR CO. 


1 
(Buiok Service) 


rNpenah 1012 after 5:30 p. in. Reward. 


AUTOMOTIVE 


E. AVashington-st. 


_ 
_ - I 


Automobiles For Sain 
11 


MASTER 
BUICK 
COACH— 1925. 


dBTnnped in collision. Body, xvheels 
and lire* excellent coml'ilion. 
Will 


•ell qmi k us is for $375 00. Can be 
•ecn at Central Mour C". Applelon. 


,F()RD SEDAN- Bought AiiKusl 1!)25. 
j Speedometer, oil pump, heater. $500 
| cash. Party leaving fity. T<-]. 2783. 
| STAR COUPE-- 1925. Unco finish, f, 
i good tires. 
This car delivered 
to 


owner Apnl KI2.V Our jiricu $500. St. 


I John Mot»r Car Co 


You CRASH ir-jTb 


PLY 
UO TMC 


WAI-TIKIS. FOR THE ELE 


Y5u CASH FOR TMS Daot*. 


CH>CKESJ 
YOU PICTURE THE 


BURST IMTO 


VAJONIE> 
ISWT IN 


DASH UP TUG LotOC, 


e VA/AGO/VJS ARE>J'T IN 
THE HOUSE" 


_ . _ . YOUR oven AMD . 
LEFT THE: GAS. TORKJEO 


. .. ._ 
(5VERYTHilNJ<S IS O.K. _. 


OH-H-M GIRLS? Air-TT IT A 


GLOR-R-ntoos 
FCCLIN ' 1 


F U R N I T U R E — W o buy. mule and 


Kcll all Kinds of furniture and slovos. 
App. Xe\\r & Second Hand Store, 1-1 o- 
lel Northern Oldg.. Tel. 51S.__ 
RAGS—-Clean 
rags for 
wiping ma- 


chinery. Xo KtilT bosom .shirts, .silk 
or wool. AVill pay 4c a Ib. upon de- 
livery at Po.st-Cre.scenl office. 


S;rTfO~l7LET^AYa"merK 
Muwt 
'b"<^ 
m" 


good condition. Call 217-1R. 
S19 AV 
r. 


Commercial St. 
PI KiNoaRAp'i I— 
Wanted 
to buy. 


IT.sed. 
AVritc 
10-20 Care 1'OHl-Crc.s- 


cont. 


ROOMS AND BOARD 


Rooms and Hoard 


X. LAWE ST. 539—2 
gentlemen 
to 


room and board. Tol. 1027. 


xTlrTTciTMONi) ST. 31S. 
Room and 


board. Tel. 2221. 


Room Without Board 
f& 


15 ACRE—Truck and poullry 
farm. 


New 7 room house, 
bath, 
electric 


light, furnace, barn 30x42 feet. 1 Vz 
mile south. % mile west of city Sey- 
1110111-. Ilighxvay 54. (ieorge Hey or. 
60 ACRES-—"> mile.s 
from 
Applelon. 


All under cultivation. Xew buildings. 
Cood personal property. Price $13.000 
Henry lias), R. Ko. 2. Tel. 9G35.12. 
FARMS—Real 
Bargains 
in 
farms. 


Some xvithin is 
mile of 
Appleton. 


Anj- size. AVill trade. Gates Real Es- 
late Service, 
209 N. 
Superior 
St. 


Phone. 1552. Open evenings. 


Houses for Sale 
8! 
_ _ 


RARN-i-To bo moved 
size 20x40-11' 


hi£h. For sale, in Third 
Ward 
on 


Stephen Pheffcrly jdace. Can be re- 
modeled into a dwelling. Price $300. 
Kimberly Real Estate Company . 
FIFTH \YARD — New 5 room modern 
bunpralow, lai'f^n attic, basement 
nil 


divided, near school, $4000. 
A. W. 


Schae uble. 50 1 X. Slate SI. Tel. 422 9 . 
OMEsT-in all 
^pai-tlTol' oTtT.Tf ~ r 


havent «ot 
what 
you want, 
will 


build to .suit you 
with small pay- 


ment down. Gates Real Estate Ser- 
vice, 
209 X. Superior St. Tei. 1552. 


Open oveninfTs. 


MEJS'ASH'A — 
A 
modern 
bunpralow, 


live rooms mid bath, larce attic for 
three additional rooms. Will sell or 
trade for home in Appleton, with 1 
or 2 acres of land. AVritc E-17 Care 
Post -Crescent. 
' "~ 


SIXTH AVAUD— Xew 6 room bunga- 


low % block from bus line. 
Price 


$1995.00. Direct from owner. Tel. 


_ 
________ 


W. SEYMOUR ST. 234— Mouse, 
rajje and lot, $fiOO. J'"or .sale. 


Wanted—Real Kstalo 


DWELLING—Wanted, l l s i v r a buyer 


for a li or 7 room house. See II. E. 
Carncross. Tel. 537. 


HOME — Wanted to buy. 
price and terms. 
Write 


( 'reseent. 


State best 


1C- IS 
I'ost- 


REAlj ESTATE— ParticK who 
want 


to 
.sell or 
exchange 
their 
farms, 


business property, homes, etc.. seo 
AVm. Kratilkraemer, 1303 W. College 
Ave. Tel. 512. 


REAL ESTATE—Bought, sold or ex- 
changed. Phone 
3101) or see A. J. 


Beach, 127 E. AVinnebago SI. 


CLASSIFIED DISPLAY 


AUTOMOTIVE 


E. HAPJilS ST. 117—Modern furnish- 
ed room. 2 block sfrom P. O. 
E. WAsT7TNGTbN~ST. 914— Modern 


room. Reasonable. Tel. 1116. 


N\ 
nUIlKKE" Si'7 12it— 
Furnished 


modern room, 1 block from College 
Ave. Tel. 4071'.. 
X. MOKRJSOX ST. 303—1 block from 


P. O. Rales $2.50 up. Tel. 2792. 


X. MORRISON' ST. 
514—Furnished 


rooms for 1 or 2. Tol. 1830VV. 


i STATE ST.—Nice modern 
furnished 


rooms for rent. Breakfast served if 
preferred, Phone 4229. 


AY. PROSPECT AVE. 20S— Furnished 


room wilh or 
modal ions. 


without kitchen ficeom- 


i W. WASHINGTON 
ST. 344— Large 


i modern furnished room. Tol. 730. 


Jtooms for IIouseUrepiiiR 
69 


X. DUUKRE ST. 2'9—Furn. 
house- 


keeping rooms. Central. Tel. 1934,1. 
\V" 
11AR KIS 
ST^ 
TTo— Furnished 


rooms. Xo children. Also sihglc bed- 
room. Tel. 274S. 


REAL ESTATE FOR RENT 


Apnrfmcnt.s and Flats 


APARTMENTS— 


13. John St. 6 room upper flat $22. 
S. Onoida, 4 room upper fla.t 
$20 


Corner of Atlantic and Clark Sts. 
Ixiwer flat, garage, furnace $30. 
Gates Rental Dept. 209 N. Super- 
ior. Tel. 1552. 


E. EL.DOKADO ST. 921—1 or 5 room 
modern upper flai. 
Near 
both car 


Irnes.JJ'el. 27R5M. , 
, 


E. 
IIA N < :OC K~sfnf r<l~Modern f7ir- 


nished ti room upper flat. Heal, and 
w.'ilor furnished. NO children. 
E. 
COLI,I-;GF,"A"VI~72~6— f'|ipoF~ 5 


room modern honied apt. Tel. 166SR. 


I in Used Fords 


1—1922 Ford Touring . . - , $l- 
r>0 


1—1923 Ford Touring ... 
$175 


1 Coupe, condition good .. $175 
1—1025 Touring with balloon 


tires, looks and runs like new, 
at 
$290.00 


1 Ford Roadster less starter 


at 
$95.00 


These are just a few of tho 


wonderful bargains to be had at 


The Aug. Brandt Go. 


Cor. Collcge-Ave. & Superior-Si. 


1925 MODEL CLOSED CARS 


A MILE 
0 AMILE 


Also New 


W H L Y S - K N I G H T SEDANS 


FORD RENTAL CO. INC. 


iOSHKOCHM-J-Jhl'jllFONDDLILAC1 


MERCHANDISE 


" 
CKDAli PORT8 


For Sale. 7 foot and up in length. 
7 ft. 2 inch top at 5n; 7 ft. 3 inch 
top nt lOc: 7 ft. -1 inch top nl IBc; 
7 ft. 
H inch top nl 20r. 
F. O. P.. 


Medina. Jcl. 
AVo xvill deliver at a 


reiiNUiiiiblc ))ricn, any place. 
L E. 


Koinmcr, Neennh R. 10. Tel. 12-F-II. 


EWSPAPER 
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LEGAL 
NOTICES 


NOTICE OF CHANGIO OF NAMR 
STATE OF WISCONSIN, Outagamie 


County—ss. 
Notice is hereby given 
that at 
a 


regular meeting oC the .stockholders 
of the 
Woltor 
Implement 
& Auto 


Company a 
Wisconsin 
Corporation, 


held at the office of the company 118 
North 
Applcton 
Street, 
Appleton, 


AVisconsin on the 5th day of January. 
1926, stockholders representing all of 
the capital stock of said corporation 
being present and 
voting in 
favor 


thereof, the following resolution was 
unanimously adopted. 


Resolved that the Articles of As- 


sociation of this corporation be 
so 


amended so as to change the name of 
this corporation from Wolter Imple- 
ment & Auto Company, its 
present 


name to AVolter Motor Company, by 
which latter name if shall 
hereaft- 


er be known. 


That certificates of 
such 
change 


have been filed in the office of 
the 


secretary of state at Madison, AVis- 
consin and in the office of the reg- 
ister of deeds of Outagamic county, 
AVisconsin. as provided by law. 


Dated at Appleton, AVisconsin this 


27th day of January, 1926. 


AVOLTER MOTOR COMPANY. 


By R. K. AVolter, 


Secretary. 


«an. 27 Feb. 3-10 


NOTIQE TO CREDITORS 


STATE OF WISCONSIN, In Circuit 


Court For Outagamie County. 
R. T. Jones and Anton Mankosky, 


Plaintiffs, 
vs. 


Appleton Sand & Gravel Company, 


a AVisconsin corporation. Defendant. 


That pursuant to the order of said 


court, dated the 18th day of January 
1926. and' filed and entered in the of- 
lice of the clerk of said court in this 
action; 


Notice is hereby 
given, 
that 
nil 


creditors of Appleton Sand & Gravel 
Company must make and 
prepare, 


and file and enter in the office of the 
clerk of said court in this action, their 


FIFTEEN MOTHERS ARE 


GIVEN COUNTY PENSION 


Fifteen 
claims 
for mothers' pen- 


sions were granted by Judge Fred V. 
licinemaiin Wednesday 
morning 
in 


county court. 
Most of the claimants 


were from Appleton. 


LEGAL NOTICES 


of the estate of said deceased to such 
persons as are by !aw or.titled there- 
to: and for the determination and ad- 
judic-u'i'ii of th<; inheritance tax, if 
any, payable in said estate. 


Dated .February 9th, 1926. 


By the Court. 
FRED A'. JIEINEMANN, 


County Judge. 


WM. J. P,ITTLclSR, Attorney. 
Feb. 10-17-24 
STATE OF 
AVISCONSIN. 
County 


Court For Outagamie County. 
In the matter of the estate of AVm. 


Balthazor, deceased. 


Notice is hereby given, that -at rt 


regular term of the county court to 
be held in said county at the court 
house in the city of Appleton in said 
county on the Jlrst Tuesday, being the 
2nd day of March A. D. 1926, at the 
opening of the court on that day, to- 
wit; at- ten o'clock in the 
forenoon, 


the following matter 
will be 
heard 


and considered: 
The application of Agnes Balthazor 


as the administratrix of the estate of 
\Vm. Balthazor late of the town of 
Maple Creek in said county, deceased, 
for the examination and allowance of 
his final account (which account - is 
now on file in said court), and for the 
allowance of debts, claims and other 
items, paid in good faith without hav- 
iing been first filed, approved or 
al- 


! lowed by the court, as required 
by 


law. and for the assignment of the 
residue of the estate of said deceased' 
to such persons as arc by law en 


500 WILL SING 


HERE NEXT JULY 


ag 
PnmmiUpa Flat- 
uommiuee tiai 


ed With Interest Shown in 
' Big Meet Here 


Excellent progress MI the arrange- 


ments for the mammoth saengerfest 
to be held in Appleton July 1C, 17 
and 18 under tho auspices of the Ap- 
pleton Maennerchor was reported at 
a meeting of the committee in Eg- 
gert hotel Tuesday evening. 
There 


was a large attendance and all com- 
mittees 
were 
represented. 
Otto 


Schaefer, v president 
of the Eastern 


AVisconsin Saengerbezirk, 
also 
was 


present at the meeting. 


Reports from the various communi- 


ties which have choral societies were 
favorable. 
As far as can bo deter- 


mined at this time, at least GOO per- 
sons will sing in the mass choruses 
here. 
It will be the largest saenger- 


fe.it ever held in Appleton. 
Twenty 


cities are now cooperating 
for 
the 


success of the musical event. 
The 


city of Manitowoc alone will send a 
chorus of 100 singers as well as the 
Marine band of 46 members. 


It was decided at the meeting that 


hereafter the committees will meet 
on every 
second 
Tuesday 
of the 


month MI Kggert hotel to report 
on 


progress of the arrangements. 


ROTARY PREPARES FOR 


ANNUAL CONFERENCE 


George R. Wcttcngel. a member of 


the Tenth Rotary district 
program 


committee attended a meetng Mon- 
day afternoon in Green Bay tt> pre- 
pare for the district conference to be 
held in that city May IS and 19. l>e 
C. Rasey, district governor, was un- 
able to attend the meeting because of 
illness. John B. Patrick of Ironwood, 
Mich., was named chairman of 
t,he 


committee to take the place of John 
K. Kline oC Green Bay, who resigned. 
Other members 
are Charles 
Pors, 


Marshfield; 
Charles 
Symons. 
Iron 


Mountain, Mich.: Allan Pray, Ash- 
land. 
SEYMOUR BOOKS 


"MOTOR 0ERBY" 


Special School 
Election on 


Building Project to Be Held 
Feb. 23 


31 PUPILS ENROLL IN 


RELIGION HISTORY CLASS 


verified claims in writing against said titled thereto; and for the determina- 
company. on or before the ISth day of tinn an(J adjudication of the inheri- 
September, 1926, 'which is the time| t 
t 
if 
nv paval)le in said es- 


llmilo.l tliorofnr 
m- IIP fnrfivpr barred] 
. 
. 
" 
limited therefor. o;- be forever barred 
from so doing; and 


Notice is hereby further given, that 


all claims of all creditors of said com- 
pany which have been made, prepar- 
ed and filed in the office of the Clerk 
of said court, as 
aforesaid, 
will be 


heard, examined and adjusted by and 
before said court, at the court house, 
in the city of Appleton, 
Outagamie 


County, AVisconsin, on the 20th day 
of September. 
l!»2fi, at 10 o'clock in 


the forenoon of that day; and 


Notice 
is hereby 
further 
given 


that a 
meeting of the 
creditors 


of 
defendant 
company 
will 
be 


held at the 
circuit 
court room, in 


the 
court 
house, 
in 
the 


jtate. 


Dated February 9th. 1926. 


By the Court 
FRED V. HEIXEMAXN, 


County Judge. 


AVM. J. BUTLER, Attorney. 
Feb. 10-17-24 


of Appleton. Outagamie County, AVis- 
consin. on the 22nd d'ay of September. 
192C. at 2 o'clock in. the afternoon of 
that day. for the purpose of making 
proper dispostion of the property and 
assets of said company ami transact- 
ing nil other business that shall come 
before such meeting. 


Dated January 19th. 1926. 


GKORl.lO K. KIKDUCR. 
Receiver. 


C. (l. CANNON, 
A t t o i n o v for Itcceivrr, 
ApplHon. Wisconsin. 
Jail. 20-27 Feb. 3-10-J7 21 


STATE 
OF 
AVISCONS1N, 
County 


Court For Outagamie County. 
In the matter of the estate of John 


B. Hill, deceased. 


Notice is hereby given, that at 
a 


special term, of the county court to be 
held in said county at the court house 
in the city of AppleRm in said county 
on the second Tuesday, being the 9th 


city 
I day of March, A. D. 1926, at the open- 


STATK 
OF 
WISCONSIN. 
County 


Court 
I "or Oulauamie Comity. 


In Hi'' matter of the estate; of Fred 


lUillhaxor, deceased. 


Nolice is hereby gi\en. that at 
a 


regular term i-f the county court to 
bo held in s-iiid county at the court 
house- in I he city of Apple-ton in said 
count v on the first Tuesday. 
being 


Hie 2n.l day of March A. I). 192ii. , a t | 
the opening of the court on that diiy, 
towit: at ten oVIo -k in Hi'- forenoon, 
the following 
in .'.tor will be beard 


nnd considered: 
/ 
The .-ipplicatinu of Agin's' Kallhaxor 


{is the aclniinisl ra| rix of the estate of 
Fred K.ilthazor l.-il" ol 
t'ic» town 
of 


Maple ('rrc 1< in said county, deceased, 
for t i n - '-:,:»nnn.ition and allowance of 
his final a c e mint (which acrocnt 
is 


n'jw on I'm- m said ce u r t ) , and for 1 be 
allowance (..f delils, clain.s -ind other 
items paid in unod f a i t h without hav- 
ing been nrsl filed, approved or allow- 
ed by Hie court, as rci|uired by law. 
IT i id for the assismnent of the residue 


CLASSIFIED DISPLAY 


AUTOMOTIVE 


CHKYROLKT 


Take a ride- in n Chevrolet. A 
demonstration no obligation. A 
revelation in performance. 
Im- 


proved! New Low Prices. 


S. & C). Chevrolet Co. 
124 ]•:. AVashins;ton-S1. Tel. SOfi 


ing1 of the court on that day, to\*H: 
at ten o'clock in.the forenoon, the fol- 
lowing matter will be heard and con- 
sidered. 
The application of Fred K. Hill, as 


the executor of the will and estate of 
.lohn B. Hill, late of the town of Sey- 
mour, in said county, deceased, 
for 


the examination and allowance of his 
final account (which account is now 
on tile in said court), and for the al- 
lowance of debts, claims and 
other 


items, paid in good faith without hav- 
ing boon first tiled, approved or 
al- 


lowed by the court, as required 
by 


law. and for the assignment of tho 
residue of tbo estate of said de-ceased 
to such persons are are by law and 
will entitled thereto; nnd for the do- 
termination and adjudication 
of the 


inheritance tax, if 
any payable 
in 


said estate. 


1 fated February 10th, 1926. 


P.y the Court. 


FRED V. J I E I N E M A N X . 


County Judge. 


C. G. CANNON, Attorney, t 
Feb. 
10-17-24 


STATE 
OF 
WISCONSIN. 
County 


Court For Ontagamie County. 
In the matter of the estate of Katli- 


erino Scliindler, deceased. 


Xotieo Is hereby given, that nf 
a 


special term of the county court to 
bo held ill saiel county at tho 
court 


bouse in the city ol" Apploton in said 
county on tho second Tuesday, being 
tho n i n t h i]ay of March A. I). 192G. at 
tbo opening of the court oil that day 
towit: at "ten o'clock in tho forenoon, 
the following matter will be 
ho.-ird 


and considered: 


I 
The- application of Nellie Oliver as 


i t l i e oxoeutrix of the will of Katborine 
iSebindler late of the city of Apploton 


I in said county, doc-eased, for tbo 
ox- 


] simulation and allowance of her 
final 


,acconnt (which 
account is now 
on 


I tile in said court), anil for tin- allow- 
ance of debts, claims and other items, 
paid in good' faith 
w i t h o u t 
having 


been lir.st 
filed, approved or allowed 


!by the court, as required by law, and 


J for tbo assignment of the residue of 
| the pstato of said deceased to such 


i persons as are by law entitled there- 
'to: and for the determination and ad- 
|.indication of the inheritance tax, if 
J a n v . payable in said estate. 


i 
i>;;lod'» February 10. 1920. 


V!\' Hie Court. 


FlliilJ V. llli IN KM ANN. 


County Judge. 


RVAN & CAPvV. 
Attorneys for said F.stato. 
Feb. 10-17-24. 


The origin and inspiration of 
the 


Christian religion 
were studied 
by 


members of the 
religous 
training 


class conducted by Dv. John Denyes. 
head of the department of religion of 
Lawrence college, at a meeting Tues- 
day evening in Ma'iii hall. Increasing 
interest lias been shown in the class, 
and 31 persons have registered 
for 


the course which will last for about 
12 weeks. 
Meetings arc held every 


Tuesday evening. 
The course traces 


the history of the 
Hebrew 
people, 


the growth of the religous idea, and 
the growth of the Bible. 


LARGE CROWD ATTENDS 


PYTHIAN OPEN HOUSE 


A large number of Appleton people 


attended the 
open 
house 
of 
the 


Knights of Pythias AA'ednesday after- 
noon at tho'.r new 
castle, 
formerly 


the 
Methodist 
church, 
and a still 


larger crowd is expected AVednesday 
evening. 
This is tho first event of 


the day dedication program for the 
new ball. 


Members of the open house com- 


mittee are AV. F. McC.owrm. 
chair- 


man'. , M , F. Ti.-irteati. Tiugh Corbett. 
James A. AVoocl, AV. F. Saccker. B. .T. 
Zuchlkp, AV. H. Rynn; J. A. Engel. 
Dr. Charles Reineck, Hugh Pomeroy. 
Louis AVissman, A. H. Meyer. Louis 
•Ronini. A. 11. Krugmeier. R, 13. Oarn- 
e-ross. A. Lanpstndl. Charles AVilkncr 
nnd Dudley P-ierce. 
-^. 


HENDRICKS TO FACE 


TRIAL IN COURT HERE 


Myron llendrie-ks 


smelting- a 14-year 
20, will be tried 
in 


Thursday morning. 


i-harpecl with ns- 
old girl on Jan. 
municipal 
court 


TTendrii-k's (-a .so- 


wn s j-cheduloil for last Monday but n 
peisf ponenioiit 
wns 
grjinted. 
Hc-nd- 


rie-ks is beld in county jail in default 
of $3,000 bail. 


K. .1. 
Scbeienrock. 
charged 
wilh 


passing a bad c-hock fe>r Jfl2.40 at 
tho 


Scblafer 1 lanlware Co. on Oct. 31. 
secured an indefinitely pei.stponemont 
to pive- him 
,-e chani-c to make 5-CKtiT 


t u t ion. 
His trial bad been 
set 
for 


Tuesday. 
' 


APPOINT COMMITTEES 


FOR JUNIOR CLASS PLAY 


CLASSIFIED DISPLAY 
CLASSIFIED DISPLAY 


REAL ESTATE FOR SALE 
REAL ESTATE FOR SALE 


Committees in charge of the junior 


class ]ilay, ".Seven 
Chances" to 
be 


privon in Mnrch wore ajipointod Ttios- 
dny and will bop;in work on arrange- 
ments for tho piny this week. 
They 


•ire: 
Francis Rooncy. crenoral innn- 


::fier; Georse 
Nebelnclior. 
iiroporty 


mjiiinffpr: 
Rcntrico Sepal, 
assistant; 


Carl Nelson, publicity manager: Rob- 
ert Sbopliord and Cutbbcrt Ryan, as- 
sisting-: Robert Knfls. ticket man.TRfr: 


I Merle Zuohlko'T'A. Cohen and AVill-'am 
! Meyer, assistants; 
Robert 
Mitchell, 


I financial mnnagor. 


ELECTSDIRECTORS FOR 


QUINTON OIL COMPANY 


1 


CARRO.LJL 


hTHOMAS'V 


Mr. Smith is leaving for California the end of this 


month. 
This offers you an opportunity for a home 


in Appleton's tinost residential district. 
The 
price 


is less than the c'ost of replacement. 1'liono our office 
for an appointment. 


Theodore Schoffler. 
.1. 
-M. Braun, 


Kdw.'inl 
Vaughn, 
Antone 
Koehno. 


Henry Wichman. and A. G. Koch of 
Appleton and Joseph Kggors of Two 
Rivers, wore elocted directors of tho 
Quinton Gas and Oil t,'o. at the an- 
nual meeting Tuesday afternoon at 
Kaple.s hall. Practically every share of 
stock of the company was represented 
at. the meeting. 
Tho 
directors 
-nill 


meet within the next 
week to elect 


officers. 


Reports of 
the 
secretary showed 


that the company is in good financial 
condition and that it is contemplating 
drilling several more wells in 1926. A 
dividend of 5 per ccnl will be declared 
by Feb. 20. A 30 per cent dividend was 
paid last December. 


COMMITTEE MEETS TO 


PLAN FORUM MEETINGS 


Outlining of programs for s\. series 


of forum disoussisons on intornnlionnl 
quoslions will 
bo the 
prini-ip.-il busi- 


ness :it a moetinfi1 
of 
tho 
rolifrious 


work committee 
of the Y. M. C. A. 


Wodnosday evening. 
A decision will 


bo made whether I ho, discussions will 
again bo held on Sunday or on some 
other night in the weok. 


A Kcrios of shop meetings in mills 


and foctorios' of tho city during lour 
will bo. arranged. 
Ministers will give 


ta.lkn during tho noon hour to mon in 
industrial 
plants. 
This 
plan 
was 


worked out last year with considerable 
silt/" ~" 
v 


Special to Post-Crescent 


Seymour—Seymour Fair and Driv- 


ing Park. Association held a meeting 
last week. At the city hall. Secretary 
George F. Fiedler gave a report on the 
convention at Marshfield. also on the 
attractinons that had been contracted 
for. 
The motor derby 
which 
was 


staged here last year after the an- 
nual fair has been bookod for Sun- 
day. June 27. 
Xew features have 


been added to program. 


Mi.=s Esther Bubolz who is attend- 


ing the University of •'Wisconsin is 
home for a short vacation. 


Jt Muller 
Brothers are 
sawing 


timber for a now barn to be built 
at the farm of LaVern Brusewitz 
Cicero, in the spring. It will measure 
SO by 36 feet and will have a concrete 
basement. 


The snow storm "Wednesday coverec 


the ground with snow, makinp farm 
ers rejoice as they can now haul wood 
and logs on sleighs, and will ;ilso have 
protection for the 
clover 
and al- 


falfa fields. 


Mr. and Mrs. Reed Jenkins Mash 


field are guests of Mr. and Mrs. C 
G. .Tonkins. 


The special school mooting to con 


sider the building project will be held 
the evening of Feb. 23. 


Frank Ohrinundt of Columbus form- 


erly of Seymour, has sold his hard- 
ware store and inovod to Madisor 
whore ho nnd Mr. LaBuddp will con- 
duct a hardware store. 


Andrew Rich. Oshkosh automobile 


mechanic, is now employed 
by Auto 


Sales Co. 
Hugo D. Kiolsmeirx is nt Madisor 


taking a special short course in dairy- 
ing. 
' 


The Seymour bowling tenrn was de 


foated at. Green Bay by the Ikirvcste 
team "Wednesday night. 


Tho "hard times" ilancoul Soymotu 


Auditorium Wednesday night was well 
attended. 


"Mr. and Mrs. .Tamos Dunbar 
of 


•Xeursiown, Mont., nre puosts of bis 
mother hero. 


Mrs. Henry Xagol 1= ill at hor horno. 
Mr. ami Mrs. Fred TTill. Route 5. 


;iro the parents of a son born recently. 


Mrs. Milton is at Bollm .Memorial 


hospital whoro she submitted to an 
operation for appendicitis. 


Richard Ruboly, of Madison is visit- 


ing bis parents. Mr. and Mrs. Julius 
Fiiiliolz. 


Alvin l l u t h who is attending the 


University of Wisconsin is homo for 
a ofw days. 


PERSONALS 


Mrs. Anton Oppman of Milwaukee, 


eft. Tuesday 
after 
visiting friends 


uid relatives in Appleton for several 
lays. 


lj. F. .McDonald of Milwaukee. In 


n Applcton cm busienss. 


Mr. and Mrs. M. Bender, O2.'i X. Un- 


lon-st. loft 
\\"ednesday morning for 


Milwaukee, \\horo )hey will visit rel- 
atives for a few days. 


Mrs. O. C. llein has returned to her 


liotne in Milwaukee after 
spending 


several days at the homo of Mr. ana 
i 


Mrs. AVillia niHorn, AV. Harris-si. 


The Misses Hilda Stingle of Black 


Creek and Lucille Bauman of Mack- 
\ille, who have been employed at Chi- 
cago for the last three months. IK- 
turned to their homes Sunday. 
Markets 


MARKETS SEEK 


HIGHER LEVELS 


Orderly 
Upward 
Movement 


Embraces 
Representative 


Industrials 


Marland Oil 


I Miami Copper 
i Missouri Pacific Pfd 
! .Markets .St. Railway Prior Pfil 
Mexican Seaboard 
Mot her Ixxlt* 
Montgomery Ward 
.- 


Nc-vad-i Consolidated 
Now York Central 
New Haven 
Nor. Pacific 
Pacific Oil 
Pane-American Petrol & R A .. 
Pennsylvania 
I 'ooplos Gas 
Pure Oil 
Phillips Pet 
- 


Ray Consolidated 


j Reading 


I Replopel Steel 
| Republic Iron & Steel 


i Royal Dutch 


j Radio Corp 


Runilcy 


I Chicago Railway o's 
.Continental Can 


, Fisher Bodies 
1 l)odse Brothers PfU 


1 White Motors 
,.... 


i Cocoa < 'ola 


i .Motor Wheel 


I Packard Motors 
Swift 
I nt eriiational 


Standard Oil of Calif 
Pacific Gas & Electric 
Continental Oil 
Fisk Tire 
Armour A 
Armour B 
U. S. Industrial AU-ohol Coin. . 
Texas Pacific Coal & Oil 
National Cash Register 
Sears Roebuck Co. 


58,% 
12'k 
S5',4 
4!)-;, 


. 7% 
75'i 
13% 
129'i 
43% 


67% 


128 


•16% 


i. 


i fi7H; trading rather sln\\. market dull; i 1.0 


I Wisconsin sacked round wl/tos 3.SO 


!if<4.0(): 
Minnesota 
sacked 
round 


! wliit<-K Ij.TS® 3.;<0; Idaho sacked Kus- 
'sets ;!.7r>(&M.Of>; according to quality 


I tacked rural S.SlKf 3.R:">. 


1 I."014; ordinary to uuoil 


'<fl.0«<4; No. 1 bard sprnlg 1.' 
1.78'4; No. I dark han! .Montana on 
track 1.63>'l'/i l.7!"i. To oarrivo \.f,3<\ 
(ii 1.78',,i : Ma.\ l . K O ' x ; .Mil} I..17. Corn 
No. 3 yellow 6!!% <ii 71-%. Oats No. 3 
w h i t e 3ijV4'» 3'i',-... Hurley 52-cMio. Rye 


A I L CA'IThK .MARKET 
j " " 
— 


St. Paul—(r. s. D. of A.I—i 


Cattle 2500 stears and yearlings slow: 
about steady; general quality plain;! 
bulk 7.50fffX.25: few offerings consid-j 
eretl salable aboe 9.00; she stock dull i tuft sacks. 
at week's decline: mostly 4.25(<XG.75 on bran 24.50. 
cows and heifers; few lighter weight 
heifers upward to 7.."id mid above; can- 
ners and cutters slow at 3.50(3:4.00: 
edge off stockei's and feeders trade. 1 
bulk 6.50*37.5(1. 
I 


XT. 


$j)Uth 
MINNEAPOLIS FLOl.lt 


MiniH'apolis—(XP)— Flour 
10c- higher 


I in car load lots family patents ulioti-il 
jat 9.50ft!).60 a barrel in '.IS pound col- 


Shipments 
'•'>'•', 193 barrels; 


Heps 21,000 opening 


PROni'CE 


(Prices Paid Produi-ees) 
' 


Corrected Daily by \V. C. Finn 


j Potatoes 
*$2-$2.25 bu. 


low. very Cabbage 
3c llj. 


little shipping demand: few early sales] Selected Fresh Eggs doz 
32-35c 


225 to 275 pound butchers 12.00W12.25:; Handpickecl navy beans 
:,i.2<: lb. 


150 to 200 pound average's P:.73'eT 13.00:'Dry onions 
$1.50 to $2. bu. 


looks about 15 to -'"><• lower; packing | Fancy eatin? apples .. $1.-S1.50 a bu. 


„ , sows mostly 10.50: bidding 14.00 forlCooking apples 
5041 a bu. 


87i,g i desirable pis« or 2.1 to 35 lower: aver-1 Comb honey lb 
SSVi 'age cost Tuesday 12.,11: weight 2'-'6. j 
IslTs i Sheep 1.000 c-irly .sales steady to wek:1 
33^ i fact native lambs mostly i:i.50: culls | 
40>» | down to 10.00; heavy lambs 1I..10: these 
22 
j latter averaging about 100 pounds: | 


tiO',-> ' best fed western lamps unsold: sheep j 


scarce. 


20C-25C 


Shelled popcorn 
............... 
6c lb. 


Corrected Daily by 


IIOPFENSPEROEB BROS. 


Cuttle — 
Steers, goo<i to choice 


Cows, gooil to choice .... 
Canners ...... 
2-3 Cutters . 


7-8 
5-5 
3-4 


'Simmons 
Standard 


Co 
Oil of 
J 


Now YorU-^-Responding to fav- 


orable merger and 
earning: reports. solltiiern Pacific 


stock prices continued to seek higher Southern R. Ti- 
levels at The opening of AVednesday j Stromberg 
market, which was featured by a fur- ' Stewart 
ther rise in American Can to a new 
'recorrt at 
Western Oil shares, in- 


cluding California Petroleum union of 
California and Pacific moved up vig- 
orously and sains of two points or 
more were recorded by Allied Chem- 
ical. General Electric and Moto-Meter 
A. Ford stocks continued under pres- 
sure. AVard K dropping 3 points to 62. 


An orderly upward moveViient in the 


early dealings embraced many repre- 
sentative industrials in addition to va- 
rious public utility issues, particular- 
Jy those influenced by progress in the 
development nf \\alcr-power projects. 
General Elect He extended its gain to 
almost cii;lH points, crossing 352. on 
icvival of reports Hint a split up of the 
stock 
\\.MS 
imminent. 
California 


Packing recovered 
two points, 
and 


Continental 
Can followed the initial 


upturn in American Can. Included in 
a Ions li.'-l "f one to two points ad- 
vances wen- Mark Trucks. Foundation 
Company. Mmitana Power, Moon .Mo- 
tors, and Philadelphia 
and 
Reading 


Coal and 
Iron. 
Trailing in the rail- 


road group \\;is featured by a spurt 
of almcs! live points iii Delaware and 
Hudson m anl icipation of early fiction 
on Hie 
(h\ ideml. 
recently 
deferred. 


Foreign 
exchanges 
were 
slightly 


easier, with demand sterling opening 
at ?4.S(i. 


When Hie murkvi liognn In waver 


under ;i fresh be-::.' 
a««nilt 
<lgainst 


the fond and several' other specilties, 
ronMriictho olTnrts 
were 
redoubled 


in other portions of the list. 
Amer- 


ican i'.in was riisbod up 7Vj to 31P,i 


AVarner 


|St. Paul Railroad Com 
St Paul Railroad Pfd 
Stiidebaker Ex Biv $1.25 ... 
Texas Co 
Texas & Pacific 
Tobacco Products "A" 
Transcontinental Oil 
Union Pacific 
United States Rubber 
United States Steel Com. 
United States Steel Pfd 
Union Oil of Calif 
AVabash "A" Railroad 
AVestcrn Union 
West inghouse 
Willys-Overland 
* 


Wilson & Co. ' 
„• 


AVorthington Pump 


LIBERTY BONDS 


r. P. Liberty 3Vis 
U. S. Liberty 1st 4Us 
U. S. Liberty 2nd 41,».s .... 
U. S. Liberty 3rd 4Us 
U. S. Liberty 4th 4Us, 
Third Ave. Adi. 5's 
Missouri Pacific Gen. 4's ... 
St. Louis & San Fran, fi's 
Miss. Kans. & Texas Adj. .Vs 


24 
| 
Madison—(XP) — Waupnea - - Haul- ; 


23T? | ings moderate: Demand and tradinu j 


slow, market weaker, 
prices 
slightly j 


lower: car lots, sacked round whites | 


17 
No. 1. S3.50 to 3.6.i. 
Warehouse bulk j 


49 
round whites No. 1. at Waupaca. 3.4.">. ' 


21!' 
other 
Wisconsin 
points 
3.2.1fi 3.4it.' 


531-4 Shipments for United States past 21 i 
44% hours C70 cars 
Wisconsin 
:i- cars. 


(iS's , Cabbage: Kenosha 
and 
Racine—1>- 


21 
jmand and trading m.)der;ue. Carlots, 


102 
I bulk per ton. Danish type $.10. Shi]>- 


114 nl j mcnts for United Slates past 2-! hours., 


. 75%'S6 cars. Wisconsin none. 
. 


1.VS . 
NEW YORK POl "I/TRY 


. 2n 
New York—(XP) — Liv<? poultry stoa-i 


. 57'in.iy: chickens by freight 
2ti'fi2.S: 
ox- ' 


i>3 
• press 33@40: fowls by 
freight 
"Of; i 


SB'ihjS; geese 
by freight 
23. 
Dressed 


10S 
I poultry nominal: chickens frozen 
2fl j 


148 
. Sn' 
132 
126 


.AIIL\VAIKKK PRODUCE 


Milwaukee—(XP)—P.uttcr steady ex- 


tra 42>i stMiulards 42. Esas firmer: 
2Si5?281,2. 
Pciultry 
firm; 
fowls 2S: 


2S. 
Pot.uc.es .-tendy: 3.75 
i.i"; j springers 


. . 
144-% 


, . . 7!) 
... 
31'R 


- 1;, 


. . . 41-% 


100.0^:32 
102.03:3^ 
100.24:32 
100.30;S2 
102.13:32 
... 
61 "4 
6S 
ss 


... '.'."''I 


•SM.OO. 
Onion.- 
siendy 


easy: 
13.OOfr 30.00 


2.00ti72 50. 


.Mny 
- 


.Inly . 
Sept, . 


CORN - 
ilay . 
.July 
. 


CHICAGO 


Open 
1.C8 


in further reflection 
ilmarily 
favorable- 


and general clct-tric 
3."i.1;!j : I he rally 
was 


• •line in 
call money 


of the r-xtnuir-i 
niniial 
earnings! 


clim'nod lfl-\ to! 


aided bj a do- I 
rates to 5 peri 


OATS — 


May 
. 


.luly . 
Sept. . 


.May 
. 


Fred Axlev of Afadison is spending! < •aliform.-! 


a few clays with Prof, nnd Mrs. Axley. 


c e n t a f t e r renewals bad boon mado at j 
.11... 
Ward 
baking P.. \\as drivrn | 


down six point;? to F.!l. Postum coroal I 
:,\ to 10.1, Coco Cola. 4\i: Texas C.ulf 
Sulphus :Pi American siuiff 
3 and 


Parking 2',4. 


1.44 


.SI1 


.S4 


.41 Va 


1.01U 
1.02U 
1.02 


GRAIN 


High 
1.71-';s 
1.52', 
1.44'i 


TAIJLE 
Low 
I 


1.C.71, 
1 


M I L W A I K K K CATTLI-; 
< 


Milwaukee—(XP)—Cattle 500: steady.! 


calves 2,000 steady. 
i 


Hogs 
2.000 
li^bt 
hos-s 
steady:; 


others 10c liiRhor: prime heavy a n d ! 
butchers 250 potihds and 
up 11.75 
<ci" ; 


12.35: fair to best liubt butchers 200. 
to 240 pounds 12.Soft 13 15: - fair 
to 


good light 160 to T.)0 pounds 13.00 (n \ 
13.:M; good lights I to to 160 pounds 1 


13.25 <?r 13.G5; fair to brst mi.\ed 
-'no j 


pounds anrl up 
1 l.SiiiJi 12.00: 
fair 
to! 


.solcH-t packers 10.50'ci 1 I ..10; pi~s 
light lights n.OO'fi 13.7"-. 


Sin-op 100: 25 lower: 
otli'-rs 


i-hanpod. 


YFAL (Dressed)-— 


Fancy to choice SO to 100 lb. 15-16 
Good 65 to 80 Ibs. per lb 
14-15 


Small 50 to 60 Ibs. per lb 
11-13 


VEAT, (Live)— 
Fancy to choice 130 to 150 


Ibs. per lb 
11-12 


Good calves 100 to 130 Ibs. .. 10-11 
Small calves, per lb 
7-S 


HOGS (Live)— 


Choice to light butchers 
It 


Medium weight butchers 
11 


Heavy butchers 
IHi 


HOGS (Dressed)— 


Choice to light butchers 
15 


Medium weight butchers 
1.1 


Ik-ivy butchers 
12 


SHEEP— 


Live .... 6 Dressed 
1-' 


Lamb=. live 
13 Dressed ...: 23 


POULTRY— 


Chickens, live 
2.4 


Chickens, dressed 
30 


Spring Chickens, live 
21 


Dressed 
30 


GRAIN A>TD FEED MAJRKET 
Corrected Daily oy E. Liethen 


Grain <Co. 


(Prices Iraid to_ Farmers) 


Oats, bu 
". 
33 


Wheat, bu 
1..10 


Uyo. bu 
S""" 


Barley, bu 
65 


'Jorn, bu 
"0 


Selling: Price at Warehouse 


tAll quotations art on basis ol hun- 


dred pounds) 


Standard bran $1.60: pure bran $1.65 
Standard middlings $1.65: 
"Rye mid- 


dlings 
1.75; Rfid 
Dog 2:45; 


Cracked 
Corn 
?2; 
Ground Bar- 


ley 
Sl.HO; 
Ground r'oed 
?1.73; Oil 


Moal 2.fin: Gluten $2.2.1, Cotton Seed 
Meal 3.00; Beet 
Pulp 
2.00; Oyster 


Shells 1.2.1: Grit .30: Pigeon Feed 3.50: 
Scratch Food S2 .10; IJuttorniilk Kgg 
Mash 3..10; r.uUermilk 
Chick 
Mash 


iliul| 3.75. Ground oats 1. 


I 


DEATHS 


The closing 
war; irregular. 
Total 


sales approximated 2.000.000 shares. 


Quotations Furnished 
HARTLEY QOMFA! 


Usiikoflt) 


14.95 
1.1.20 


sept. 
- 


LAUD— 


May . 
.Inly .. 
RI BS — 
May 
.. 


July . . 
P.F.LLIKS— 
Jlay .. 
IB..10 


.Inly ., 


.S6T» 


.42-; 
.•12-; 
.43 


1.02 
1 .03;-<< 
1.021." 


15.00 


.S3'» 
'.S4-R 


.•11'I 
.42'n 
. 4 2 ' k 


AHLWAl KKK 


iAIilwatiUcc1—Wheat No. 
1 n-.u t li'-rn 


l.fil(i7'1.7S: 
No. 
2 northern 
l.fiafti 1.76. 


Corn No. 3 yollow 7,")f;i77: No. 3 white 
74eJ(7G: No. 3 mixed 7-t(e?7fi. Oats Ne>. 
2 white .11; No. 3 w h i t e IO',j(Ti41: No. 
t while 
fO'cMO'... 
Kye No. 2 
Hotel'.Ifi. 


Barley M a i l i n g Ii2'ii7.": AVise-enism 
US 


(n 74 ; feed rojectoel 5."i'ili."i. 
H a v 
1111- 


e-hangeel. 


•ScccT 


Red Clover 
$13.50 to $15.5'. 


Alsike 
.......... 
$10 to ?12 


touckwhoat 
.......... 
175 a 


a bushel 
a bushel 


hundred 


CABBAGE 
OITAOAM1K COrVI' 


.AIAKKKT 


CoiTcrtfd Daily l>y \V. C- \AiIliarins 


(Price (<> G'ro^i-rs; 


T'nitcel StatPS Graelc- No. 
1 ton 
"3S 


PLY.MOl "TH -A1ARKKT 


I'lyinnulh — lileveu 
fm-tories 
offeree' 


»1fl bo\os i-f cheese^ 
for sale on th" 


farmer.1- 
e-all 
bonn! 
Frieiay Feb. ",. 


---- 
s.ili-s: 17.") sc.ni:ires. 23: 335 lon^horns 


i 
MINNKAl'OLIS GRAIN 
J 2 2 V 


i 
.Mimii-apolis 
(ff"i 
Wheat rocoipls| 
Four iliniiSnncl. four hundred boxc* 


|1M cars; compan-d 
2n3 a \ear :itro;|of cheese were offorod for snip on the 


• cash No. 1 n o i i h e r n 
l.li:;1!', Hi Lfi.'i'u : 
( Wisconsin Chr-oso Kxchnnco 
lrrida\- 


i N'o. 1 dark northern sprint' clvjn-o to,' Feb. -"i. Sales: 3.fiOn daisies, 21 'i I 80') 


16.20 
Ki.3'0 
I e.5. 
K.. 


IG.50 
15.H7 


fancy 1.71 U'" 1.7fi'» : good to choice daisies bills passeel. 


Tho 
1 


pastor 
church. 


REV. F. T. 
lev. I-" 
1. T. House, fifi. former 


of 
Virst 
Congregational 


died Feb. S. at Manaloe. Fla. 


Mr. House was ]iaslor of tho Congre- 
gational church for eight yonrs, from 
iSnd to 1907, and was well known 
throughout the state. 
Tie bail boon 


pastor of tbo 
Pilgrim 
church 
in 


\Vorchcstcr. Mass.. for sov-ral years. 
Tho survivors are bis widow. Mrs. 
Constance 
Wailo 
Ttouse: one son. 


Hnllook; two 
daughters, 
Winnifrod 


and Mary. Tho funeral will be Fri- 
dav at Wordiest or. 


("LOSK 
Fob. 10 


ican 
Locomotive 


] 
c 'homieal * Dye 


Chalmers Mfg 


in ISeol Sugar 


Can 
Car it Fi-nudry . . . 
Jnloriiational Corp. 
Smelting 
Sugar 
Sumatra. Tobacco • 
T. 
&• T 


Wool 
Stool Foundry 


114 
134 


•an 
•an 
•an 
•a n 
•an 


FRANK GOKKGKS 


Frank 
GOPI-ROS. 
fiS. 
die.l 


o'clock Tuesday mornmpr at his 
throe nviles west of Dnlo. 
He 


born in Germany, hut had m.-ido 


t 
10 


homo 


was 
his 


home' nt Dale for tbo past Ii7 yenrs. 
Funeral 
services will be beld at 
.1 


o'clock Friday afternoon at the home 
and nt 2 o'clock 
at 
the 


church nt Rea cl field. T-io Rev. Frank 
AV'oilnncl will conduct the servicoV?. 


Survivors are his widow and 
five 


sons. 
Aupust. 
AA'illiam. 
Walter. 


Charles 
nnd 
Andrew 
all 
at 


home, and two daughters. Mrs. Alma 
Kohl of Oshkosh 
nnd 
Mrs. Sophie 


Strobe of AVinchcstor. 


34 


311 
IflflVi 
. 44 
142-4 
SI", 


147 


3R--4 
45 
">0% 


132 
SS 
124'- 


, 48 ',i 


119 


10-i 


• 25WS 


23 ;i 


MRS. EVA M GENT 


Mrs. Eva Nuprent. 72, \\1sconsin-ave 


Kaukauna, died Mondoy afternoon at 
the AretPi-ans homo at AVaupaca. She 
is survived by one' son and one sis- 
ter, Mrs. Liza Rohm of 
Dnle. 
Fun- 


eral serlvces will be hold at 1:30 Tburs- 
day afternoon at tho home. 
Inter- 


ment 
will be. in Ivelso cemetery a! 


Kaukauna,. 


BIRTHS 


A daughter was born to Mr. 


Mrs. Alvin Sohroedor. 
-135 W. 


raine-st, 
Tuesday 
evening 
at, 


Klizabeth hospital! 


BOBS VS. 


I-ondon,(xP)liairdressors 
bore 
are 


warning patrons that they will become 
bnld if they1 both bob and bru <h tlioir 
hnir. MeTnbers of the brush manufac- 
tisrlng trade are applying for govern- 
ment relief against, foreign concerns, 
on acounl of the rtecreaso in sales 
due to bobbed hair. 


i Ann 


I Alln 


I A l h - 


I Amoi ic 


I Amoi ic 


i Amorii 


j Ainorii 


1 Atnerii 
Ainorii 


! American 


• American 


I American 
' Aniorican 


• Anaconda 


1 Ad bison 
' A l l . Gulf & W. Indies 


i p.rildwin Locomotive1 


1 i;i thlehom Stool 
r.utle & Superior 
C.iiiadi.in Pacific 


] i v n t r a l Leather 


, (•handler Motors 


Lutheran i ' 'lu-sai-oako A Ohio 


i •hie-ago Great Western Com 
Chicago Great Wcs'.ern Pfd. 
Chicago & Northwestern 
... 


Chicago. K. I. .t Pacific . . . . 
( ' I c i i i o 
rolumbia Gas & Kloo 
Corn Products 
(v^clt n 


I 'rucible 
Cuban Cane Sug <r . . . '. 
Cabfoi nia Pot 
Chic'ago Pneumatic Tool .... 
Consolidated Gas 
('onsoliilated Textile 
Continental Motor 
i 'orro Despaseo 
Chile 
Erie 
Famous 
Frisco I 
Gc'in-ral 
(loneral 
(Jcuo.-al 
(loot! rich 
67-4 


Great Xorthern Ore 
2(i 
]4 


Gmit Xorthern Railroad 
"JIMi 


Hiipmobilo. 
26 


I f u.-lson Motors 
I 11>% 


I In yes 
Wheel 
45 


llartman 
32% 


Illinois "Central 
US 


Inspiration 
I . .1. 
20'4 


International 
International 
Intorii'itional 
Interiiat-ional 


13.25ef( 


CHICAGO CATTLK MAItK 


C'liicago —(XP)— Hogs IS.000 


or weights mostly 
1-1 to 
25 


higher; medium 
and 
heavyweight 


br.tcliers strong to 10 cents 
highoi 


than Tuesday's nver.ipo: bulk 2.1(1 to 
300 pound butchers 12.10(^12.35; bi-l 
.tfr 200 to 225 pound \\ojght Inrgoly 
12.70rdil3.ir.; bulk dosn.iblo IPO pound 
down 1S.35(ff 13.75: to)i on all weights 
13.7.1; bulk packing «o\vs 
lO.SOffi 1 LOO: 


Icing strong sorted killing pigs 13.7.>: 
ho:iv} weight bogs 
Il.SOff/12.50; modi- 


1:111 'l 2.2.1(5)13.30: 
light 
12.20(3 13.75: 


light light 12.2.1(513.7.1. packing so 
lO.fiOffl 
1! 1.13: slauglitor 
pi 


! :\75. 


Cattle rccoip-is ll.fli'O: few loads ot 


f).ocialtles 
of 
all 
weights 
about 


steady; others weak to 25 cents low- 
er: mostly 10 to 15 rents off: lies; 
yearlings early ai 
11.00; 
M>IUO bold 


4li 
r'K | higher: ma i tired steers 10.00. (inality 


1 •"'•'«. improved cnni|-,:irali\ oly little i-hanire | 
•I7 :'sjon other classes: canners weak; bulls 
19*2 ^strong: best heavy bolognas (i.OO: veai- 


crs 11.50(5)12.50: fc-v. lo.OO to packers: 
outsiders 13.nOW14.50: few at 15.00. 


Shoep receipts 17.000: lambs open- 


ing 25 cents lowf-r; sheep wenk; few 
.doubles fat lambs to jiackevs 13.85'i.' 


52U M4.00; shippers ami city bu'.'chers tak- 
2014 ! ing a fcjw doubles 
at. 
14.25(3.14.4(1; 


S.1% ! mixed fat 
and 
.shearing lambs 14..Id: 


others clown ward to 14.00; few sales 
of fat ewes 8.50@9.35: choice light fee: 
owes held around 9.30. 


41 ij, 
35 U 
77V4 


!' 


,35'.4 
36'A 


Players-1.asky 
117% 


I. R 
97 


Asphalt 
6" VI 


Electric 
SCO?, 


Motors 
126"(t 


I CASK GRAIN 
I 


go—(XP)—Wheat No. «I 
hard , 


I 1.77'44? 1.78: No. 
2 hard 1.76W (T/L77. , 


I Corn No. 4 mixed 70(fi72; No. 3 yello.vi 


J 7.1VjC"77Vi. Oats 
No. 
2 white 40"yt';/ 


6(j 'i j 11 ',£ : No. 3 whit e -10cti -11. Kye no sa les. . 


Barley 60(5.76. Timothy seed 6.50rji7.55. ' 
Cloverseed 26.00@32.00. 
Lard 
1-1.30. | 


Ribs 16.50. Bellies 16.50. 
' 


1 t 2 V; 


31 
12 


CHICAGO CUEESK 


Chicago—(/41)—Cheese 


3IAKKBT 
unchanged. 


and 
l-or- 


Rt. 


A garage in Denver. Colo., 


entirely from auto tng». , 


Harvester 
13-1W 


Nickel 
43% 


Merc. Marine Com lO'/i 
Merc. Marine Pfd 43 


I. 11. T 
Sfi'i 


Kennecott Copper 
RS-li 


K'ePy-.Springlleld Tiro 
20Vs 


i l.c-ui.-sville & Nu?hvillc 
134% 


CHICAGO POULTRY 


Chirago—(/41)—Poultry alive steady: 


no receipts; fowls 26(^29; springs SO; 
turkeys 35; roosters 20%; ducks SOc?? 
32; geese 20. 


CHICAGO PRODUCE 
i 


Chicago — (XP) — Butter higher 
re- I 


coipts 4.413 tubs; creamery extras -42: 
standards 42; extra 
first 
< < ( > U f f i 4 1 : , 


firsts 
3 !)'£<!?' 40: 
seconds 
37(J?381,2 ! 


higher receipts- 
12.326 
eases; i 


27@2T14; ordinary firsts 25. 
' 


CHICAGO POTATOKS 


(XP) — Potatoes receipts 
SI , 


total United States shipments | 


Kggs 
firsts 


iNEWSPAFERr 


WHEN THE FOX 
TOOK DINNER 
WITH THE STORK 


YOU KNOW THE STORY of the Stork that entertained the Fex. 


It It a tale of disappointment—and worte. The whole trouble w** that 
the Stork Insisted on putting the porridge for the meal Into a long- 
necked vessel, which wat moat convenient for It* personal use, but 
entirely out of the question for the Fcx. 


The mosfc painful part of the anecdote, is that the hungry Fox ate 


Its Inhospitable host And the moral of the story might well be that 
everyone—even a Fox—must have service. 


We believe that everyone will appreciate the service value to them 


—In the Immediate satisfaction 
of their ftnontl • needs—of 
the 


arrangement of our A-B-C Classified Section. 


Classified ads that are NOT carefully grouped and NOT alpha- 


betlcally listed are about as accessible as the porridge in the Stwk's 
bottle was for the Fox. If you appreciate service—you'll enjoy rea«"ln« 
the A-B-C Classified Column*. 
%. 


READ THE A-B-C 
CLASSIFIED ADS 


_™ NEWSPAPER IRC HP 
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BRADFORD NEW 


PRESIDENTOF 


GAME, FISH CLUB 


^ii'tdcaiino - co 
Fxpciicncsd 


Successful 
^ r a i , 
Ainuial 


Rcpuitb Show 


APPLETON POST-CRESCENT 


A H , , . , i" i if '"' u*1- 
< 


V „• ,,| i i il i- '''"' ' "iinl\ 
sn 
>"'» 


, tni'' T'I I nt. . M \ < 
isso. i ' i" 
" "" 


•nimnl in- - I . n- 
l u . s . 1 , % 
^Ptimsr it 


Hold 
V M ' l u i M 
\\ 
K 
( h i llmi. i 


„ i 
t i , < t ,1 
i. 
n- si.i. "• "i'1 " '' 


l.^ll.x 
u .- 
. . < l « l ' l 
<-r. " t u % - 


lUMSin. i 
I ' I I K -ois 
• In", n 
1<» 
the 


\ 
\\ " ""'" >nd 
lllll-"e 
v, ir u t i . 


mn 
l ' i 


M.issa,t \\ i H f i 
t n . i m i 
urn 
» i < 


him Hin\.»'d 
'I'"1 '»''"" - 
w'ls 


it 
<i 1"< 
Vnout 


1 10 mi mlx-r-s of .1 
u i\ t s and 
fi lends 


Bin e 


1 "]\ i 
spo i k P l ^ T 


i ins: and npo'''- 


,SIH n i ii 
1 heir 


no 
- n >'tend- 


ssf i ii f pa'h 
the 
i i-t \ear s> 


u o i k \\ei< 101 i T 
M M '- opened 


\\.th repoits i 1 V. 
H Zt -hike 
re- 


i nni: piesidr ' 
n ' H 
I - Kcwlhv 


s, riet.ni tr( > s ' i ' p 
-inn 
'h»so 
\vere 


<.n,,t, 0,1 ' \ 
ik- 
i 
Ml'ed r.radford 


\ \ l x i 
w i 
in ( h u g e of 
tllP 
club s 


! phi i .nit Interim,! o\p P I I m e H t. 
i hull's T Kiuiniii 
Mumtowoe a di 


i f i t 01 of tin \\jsiorisin M ito (lamp 
I ' t o t o i t h o 
as"'!1' it ion 
.mil an 
ofll 


i M- of 
tho 
Munitowoo po 
bi'nc'h, 


Kohoit 1, KlppK 
:issi«rint supoi m- 


tondont of fis'ioi 10^ of tiio st ito oon 
spi \ i t i o t i 
oonnnission 
(loorsc 
M < - 


I inUilin "f tin. JlTnitow or-i o 
, 1 1 1 t i n 
\ 
11 
iMiirrmoiPi 
.1 \ ' t o n n 


in' inbi'i of HIP 
\ppl»ton Outnciniif 


i o u-ioun 
Momliois of tlio noni'iiit 


intr LOiannttfO 
app<»iiilod 
In 
Pit si 


dpnl 
Xuolilko \\oio 
A\ iltff 
H n r h p s 


\\ 
K 
\\ hi-iton 
and 
\ 
11 Ki la 


SKKK HVTCHKKY 


'IS\ o nnpoitiiit sups w e r e roriMiln 


MI -n tho mooiin^ 
mi! lotion « is 


1 tki n on both 
'1 ho is«ori.ition 
h i ' 


isKoT foi tho pvtThl s] nieiit ot T tish 
h.urlK i \ on 
tho 
Mononinioo 
r < set \ i 


tion 
ind S'^mtot 
l i v r n o 1 
T enroot 


Ind rofoiiod it to t ' e bin o i i ot ti-h 
t i n s 
The bnro in n p u d 
* nt ion 


^ipssinn.il -action 
\\ T« 
' n c o « n i 


I ' - e s T i t n t Xnohlko s-,ti d t b r <en i- 
, i] 1 pni OOT in 1 i i .lOP^ir ' 
(i"orjo 


>;pi nfuPi 
inxon"1'1 'ho pi Y-I u'd tin 


".ssoiution 
dpi i i' d to put-h it 
\ 


ipsoluuon 
i^kin^ 
foi tho l i t c h o i \ 


\\ T: pTs«ed ind iopi».s \\ill bo -out to 
Mr 1 <"Toot and >!' 
bohnoidei 


BPC-TUSO huntr ~ 
reuse foil 
lino 


•ho Ii inds of po> soi s not p"tried to 
hfjii 
ill T 
Q" 
ii v is docivitd to 
at- 


t, t p- 
to k^pp '''o lirensrs at 
the 


cou"f\ 
oleiks nt'i" instpia of di'- 


T-hutine then-- foi ^alo it stores a'l 
o\e 
the t.ount% 
<is 
in 
the 
past 


LITTLE JOE 


. i 


•\ouths 
iion-oitizens ind l<nv viola- 


tois hold hcpnse* la«t •ve.ir 
It was 


doi nl,->d Ui it tho oflioois of the asso- 
. union t i k o the matter up \\ith the 
countv rleik'h 
office and eee 
\vhat 


can ho done 


LXPKKIMENT IS M CCKSS 


Mr Biadfoid -,,ue a ropoit which 


| showed that tho phoa>ant rai^in^ e\- 
poiimont sponboicd b.\ the association 
this \oai v is a SIR cess, as a first-\ eat 
itial and he predicted even more suc- 
cess in the futuio 
He «;aid that when 


the matter fii«t came up native birds 
•neio denned but 
it wa.s 
discovered 


( h i ! these (ould not bo propanatod in 
i i p t i \ i t > 
Hni' nookod 
or 
Clnnosi 


p m a s a n t , woie t m d ind \Mtli the 
> o- 


opoiatron oC tho lamieus. nioio tlun 
;s per cent ol tho buds \\eio hMtch- 
<d 
Tln-5 \\.is h\ 
f,n tho most sin 


i osstnl oMierinient in Wisconsin a^ no 
more than 1 at 
> per < ent 
liatthni- 


h i d over boon lopoitod 
beloro 
Mi 


Hiadfoid .said 


Mi Ripple, the second speakei. told 


of nettins roueh lish from the \\miu- 
i onrio \\.iter« in 
order 
to save the 


,Mmo fish Mr 
liipple is stationed iii 


tKhkosh and is in chaifjo of tho stall 
netting at Winnoioniie lake. Tho nets- 
used in tho \\oik 
and 
method.s ol 


\\orkintr 
throiifrh 
the ice 
wei-e de- 


scribed h\ Mi 
Ktpjile 
Thousands of 


tons of rough lish have 
been nettid 


ind the -\\oik is not even -stalled, lie 
said 
The same 
fish causht in the 


nets aio put back without hai m and 
the roueh fish .ire sold 
The 
opcid- 


tions are the Hrsrest ever cairied on 
in Wisconsin and \\ill piactically free 
the lake of lough flsli. 


Mr Krumm ga\o a repoit an actn 


ities m Manito\\oc-oo and 
told ho» 


spoilsmen had created so much inter- 
est that the countj 
association was 


one of the best in the state The asso- 
ciation has about 1.800 members, an 
increase of nearly 1.000 In the last 
jear. Mr. Krurnm told ho\\ his lount. 
had tried a rabbit raising experiment 
and its success 
was 
so great that 


pheasants -ssill he tried this year Land 
\\ as leaded from the farmers and this 
brought about a. fine spirit of coopera- 
tion between tho city man and farnr 


01 and a closer observance of K. 
M\\s 
The association piuteetod tlu 


I n mot 
and 
made 
him an honorai \ 


incinbei 
Bird house and othot con- 


U s t s \\oto sponsoied 
1>\ tho assoi ui- 


1101) 


Ton deputies, appointed bj llioshoi- 


ill f»i Kanie piott>< tion onl\ aidol the 
issoi uttion in its \\oik 
Mi. Kiniiiiii 


v i i i l 
lie declarid that ten \oais a^o 


I h . M I was not d ticiut in the lount.s 
hut Jiow theie ate 
m,in> line t i o n t 


st i earns 


Mi Mcbatijrhlm pinphd.si/.ed (lie fine 


uoilv m his ioiinl\ 
and 
told 
how 


ciuicklj Molators of laws wote arrest- 
ed b.\ tho special deputies Violations 
no fen and 
fai hot \\oui now. Ml 


Mi Ixiughlin said 


Mi Kiusmeiei dosed 
tho piosiarn 


w i t h a plea to all t i n e sportsmen 
to 


K i l l their frame, not nieioH hit it. and 
iNo to kill hooked hsh He told of m- 
st uues ol men .shooting din !\s oranj- 
thnifr lliat came then wa\ and Iaihn4 
to take them, but leavm-, them to suf- 
Ui 
* 


Snowball Dance. Last dance 


before lent at Eagles Hall Ap- 
pleton, Friday, Feb. 12th. Lyric 
Orchestra of Manitowoc. 


Last Big Dance before Lent 


Klashuis, Kimberly, Wed. Piano 
given away. Kansas City. Orch. 


VIRGINIA RAVENS 


TONIGHT — CINDERELLA 


APPLETON FISHERMEN 
GET PERCH FROM POYGAN 


]>'no \pploton anglei.s journeyed to 


Uiko 
| ' < > \ K > U I 
Sundaj 
afteinoon. 


i ho]i|n<d holes in 
the 
Icy 
suiface, 


iliiifrlod then hooks and 
linet, 
into 


the w a t o t 
and letnrned with 
about 


IOO 
)>oi. h 
pike and piokeiel 
Thov 


uoio \\ilham Smith. 1'no 
Werner, 


\\altei 
Aliltei. John 
Koehnke, 
and 


!;.!«: u 
Mtihaiipt. 
Fishing- 
on 
this 


Ilk.- .seems to be a more popular sport 
it this time of .\ear than in the sum- 
inn, pudfunf; In the great multitudes 
•>!' pooplo angling 
through the ice. 


Tho lake was black with fishermen, 
ucoidiner to the Appleton sportsmen 
and one of tho p u t j leportod that at 
least 
I 000 ]>ersons clotted the 
lake 


sin face 


HIGH SCHOOL GIRLS 


LEARN INFANT HYGIENE 


Uts 
(Jcrtiude 
Hasbruik 
of the 


state health department \\ill speak to 
tho gills of the junior high schools on 
Thuisd.u and Fi idaj on infant lv- 
210110 and she 
will domon.stiato the 


caio of ihiKlKii. Gie.it mteie.st has 
been aiou>ed among tho gnl.s wher- 
ever Mis Hasbiuck has boon ac<oid- 
mp: to Miss 
Maij 
Orbison, school 


runs'1, and <i manual 
on infant 
hy- 


giene. \\iitten by Mrs. Hasbiuck, ha.s 
boon used in the Appleton junioi high 
schools. 


Still In Hospital 


O K Fleis( liner, 
of 
Flei.sohner's 


St>lo shop, pioh'ihlj 
will be in St. 


niiAiboth ho.spital for about ten days, 
longpr although his condition it. im- 
proMng. 
Mi. FleischntM' .sknee 
was 


broken in a I.ill earlv in the year. 


Z^ 
^*^^ 
^V^X- 
^>»»- 
~^ff 
^s, 
PUTNAM 


FADELESS 
DYES 


Easier to Use 


Always 


Successful 


Drones, coatt, suits—curtains, cuehio- 
covcrs, etc.—dyed simply and quickh 
Fast colors by bo;ling. Dainty tints b\ 
dipping- No rubbing or messy handling 
Same package tints or dyes all kinds o 
materialinoneoperation. Price IS cent 
st your dealers 
Use Putnam No-Kol. 


Bleach to remove color and stains. 


Free Illustrated Booklet: Hour to 
Beautify Hi-nJreds of Things in 
Home and Wardrobe. 


Address Defit. N 


MONROE DRUG CO., QUINCY. IL* 


Nan Has Miraculous Escape 


"I was told by our family physician 


that I could not live without an op- 
oration, as my liver and gall sack were 
in such a condition 
I sot the day to 


KO to the hospital, but then I saw the 
advertisement of MATH'S "One Dose 
Will Convince •' Since taking it 1 am 
feehnpr like a two year-old 
I am sure 


1 never could have survived an opera- 
tion " It is a simple, harmless prep- 
iration 
that removes 
the oatarrhal 


mucus from the intestinal tract and 
allays the inflammation which causes 
practically all stomach, liver and in- 
testinal ailments, including appendici- 
tis 
One dose wil^oonvince or money 


i of uncled. All druggists 
adv. 


TAXI SERVICE 


BAGGAGE SERVICE 


AMBULANCE SERVICE 
And Funeral Equipment 


Rent a Car, drive it yoursell 
DEAN'S LIVERY 


Phone 434 


111 W. North-St. 


There is only one explanation of the new low 
prices announced January 7th by Graham 
Brothers. 
That explanation is—overwhelming de- 
mand. 


Demand increased so rapidly in 1925 that 
Graham Brothers attained undisputed 
Leadership among the exclusive truck manu- 
facturers of the world. 


Such demand calls for expansion. Expansion 
means still greater production. Greater pro- 
duction means savings in manufacturing 
costs. 


Graham Brothers have expanded tremen- 
dously, both in buildings and equipment—and 
are now passing the savings on to the buyer. 


New Prices 


I Ton Chassis - 
ll/2 Ton Chassis - 
MBM Low Chassis 


$1035.00 
$1305.00 
$1385.00 


Delivered F.O.B. Appleton 


Wolter Motor Company 
118-24 N. Appleton St. 
Phone 1543 


GRAHAM 


SOLD BY DODGE BROTHERS 
DEALERS 
EVERYWHERE 


THE PETTIBONE-PEABODYCQ 


Store Hours—9 A. M. to 5:30 P. M. 
Saturday Hours 9 A. M. to 6 P. M. 


Lower February Fur Prices 
on the Highest Quality Coats 


in Pettibone's Great Sale 


THERE IS NO r.ETTER TIME in the year to bm \oiir fur cunt t h a n clurin.q llic February Sale. 


Many weeks of "fur coat weather" are still ahead and yel you h;ive the advantage uf jiriccs as low as 
those of the summer fur sale. 
You do not need to plan for stonily fui.s \\hen yon buy them in win- 


ter, for you can wear them righl out of the si ore and be comfortably clad. 
No matter what the sea- 


son when you select \onr fur coat, you arc chiefly concerned that the quality should be of the best 
and the price reasonable. 
Our fur coals ha\e earned thai repulalion for hi^h-^radc pelts, fashionable 


designing and fine uoi kman.slu'p. They arc in the hands of expert vvoiker.s irom the time that the 
first skin is chosen ( i l l the last stitch is taken that completes the garment. 
Von will be surprised and 


pleased to find how long the prices arc for coats that arc superior in cvciy uay. 
An Unequalled Selection of Styles 


at Late-Season Prices that You 
Cannot Afford to Miss is Here 


From tlio \ory hpgiinung of our Fur Kalo MO lin\e main tamed a stock t h a t #a\c ;i splendid choice of stylos, furs and 


prieps. There is one jjroup of sen] conls of beautiful quality ami \\orkin.inship. trimmed u i t h fox collar and cuffs. They 
are very low priced for such handsome furs 
Silver muskraf is used in some corneous coats and forms the collar and 


enffs of others. Then there n r e m m k marmont, squirrel, raccoon m.iiidel. ,Mendo/,a beaver, opossum — m fact, any fur 
yon wish- There are thousands of dollars uorlh of the choicest furs 1o choose from, at prices t h a t arc ama/ingly low. 
VALUES FP TO $•>'>* AKK SPECIALLY KEDUCED TO ONLY $ \ I!).F>(>. 
These Fresh Coats from New York 
City Include a Complete Size Range 


fonts in the larger si/,es arc especially featured rigbt now and they are made not only in (lie matronly .styles, foul 


in (lie youthful models. There is the necessary room in the shoulders and sleeves so essential to comfort and good looks. 
Si/e.s in the larger coals range from >\ \ to ."> i. 
Any fashion accepted and displayed in" the New York shops may be 


found hcie in almost any fur you like. 
There are dozens of lovely styles for slender women also. 


$225 VALUES ONLY $119.50 


—Second Floor— 


\ 
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